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PREFACE. 



Those familiar with the literature of Sanitary Science 
will know, that it would be an easy matter to pre- 
pare a work devoted to one only of its many branches ; 
and of much greater extent than the present, which 
occupies itself with the discussion of the whole of 
them. Much matter, therefore, must have obviously 
been omitted, which might have been given. But 
although this be not given, it is only right to state that 
the work is therefore not necessarily incomplete. On 
the contrary, the author has used his best endeavours, 
with what success its page^ alQPe.myst testify, to make 
it as complete *aq<faic/<a3 iter' scheme - extends. That 
scheme, it is scarcejy nec^^sary to .say, does not include 
a history of the phjbses through twhich Sanitary Science 
has passed, and is«now«pa«ung; ncvc an elaborate disserta- 
tion on the influeace oii»^Ihe sooi^ abd moral well-being 
of the community which it exerts, and is likely in a 
still more marked and beneficial manner further to 
exerty when the principles of the science are more 
thoroughly diffused, and the practice based upon these 
is more widely extended. The space, therefore^ v<\i\s.\!i^ 



might bare been devoted on anotber plan of the wor}^ . 
matter of this kind, although it might, perhaps, l^^re 
rendered its pages more popubrly iateresting, has \>egn 
left for tbe disciusioD of subjects which the author 
trusU will make them more practically useful. 

The remarks on the various departments treated of, 
have beeo made as practical as possible, so as to be 
applicable to the ordinary circumstances of town and 
cuuDtry districts and houses. In offering these remarks, 
tbe author has been guided, not only by a fairly inti- 
mate aequuntance nith what has been made public 
during tbe last fifteen or twenty years on Sanitary 
Scieace, but by such experience as he has derived from 
a practical professional working out of the details, of 
more than one of its branches. His views on some 
of their points are no doubt peculiar, and he ia well 
awar« that they are by no means popular, or rather, 
he should say, not in accordance with the views 
^bich are popularly held in connection with them. 
He has, liowuver, como fo.lijs concluaions on what he 
considers to be^^ ^jiIiilJ^Bis sf\{acf^ ^I^l figures. To 
some of tliQ points, iti,vo\ve^_ he _gaa in the course 
of the biat few yenrSj dqiffjlj^ -pi^era more or less 
exhaustive in tlia page3"of.'0iii.'.lieftiiiiig Agricultural 
Joutnab-— asthe''&iyOaiQf'ApHiiiiltia'e,'' — "The Mark 
Express," — "The Farmer," — "The Agricultural 
." and " The Journal of the Bath and West of 
Agricultural Society." Some of these papers 
npcm, to a small extent, in the following 
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Although the Author has endeavoured to make his 
remarks as practical as possible, still the scheme of the 
work does not admit of the technical details connected 
with the various branches of the science being described. 
To those, therefore, of his readers who may be desir- 
ous to become acquainted with these details, he may 
be permitted to refer to his larger works — " Practical 
Ventilation," and " Dwellings for the Working Classes ;" 
" The New Guide to Carpentry, General Framing, and 
Joinery," and " Masonry, Bricklaying, and Plastering f 
and for a full exposition of his views on the agri- 
cultural aspect of the Town Sewage Question, to the 
volume forming part of Weales' Kudimentary Series, 
entitled " The Utilisation of Town Sewage : Irrigation 
and Eeclamation of Land." 

While fully aware of the shortcomings of the work, 
the Author nevertheless trusts that it will in some 
measure tend to supply the want which undoubtedly 
exists for a plain, practical treatise on a subject of 
vast importance to the community ; a want which the 
Publishers felt should be supplied when they asked 
him to prepare its pages. To them his thanks are due 
for the opportunity they have now afforded him of 
doing what little he can, to aid in the diffusion of 
information, on the principles and practice of a science 
which is so well calculated to minister to the comfort 
and health, and to promote the social advancement, of 
the people. 

JwM 1872. 
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CHAPTER I. 

GBKEBAL CONSIDERATIONS AFFECTING THE SANITARY 
CONDITION OF TOWN AND COUNTRY DISTRICTS, 

From the clinging to life and the desire we all have 
to lengthen out its term, it would be natural to sup- 
pose, that even from the earliest times of civilisation 
marked prominence would have been given to the art of 
so arranging and constructing our dwellings as to secure 
to the fullest possible extent the daily health of their 
inmates ; and that for healthy construction we would 
willingly have sacrificed even much of our comfort and 
convenience ; certainly that, before we thought of add- 
ing to our houses the luxuries of art which wealth and 
ease of circumstance bestow, we should have taken every 
means to secure ah ample supply of what all know 
beyond a doubt to be the necessaries of existence, as 
light, pure air, and water, without a due supply of 
which, life languishes, and, under their total depriva^ 
tion, diseases break out, and death inevitably ensues. 
But tbisy which we may call the natural inference which 
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generally aware of the condition of matters existing 
in their very midst, of a character as dangerous to their 
health and their social welfare as it was scandalous to 
their civilisation. The statements made as to the con- 
dition of matters in the streets and alleys and courts 
of those parts of the towns inhabited by what are 
called the "poorer" or "labouring" classes, were, in 
their plain, bold truthfulness of detail, most appalling, 
and were calculated to give rise to serious thought and 
vigorous action in order to remedy them. The result 
was, that for many years much was done to remedy 
these evils ; but they were found in practice to be so 
extensive, and to present such a many-sided aspect, 
any one of which was most difficult to legislate for, 
that all that was done was as nothing to what had 
to be done. Nor must it be concealed, that after 
the first shock, so to call it, which the public mind 
sustained by learning the evils existing in our towns 
and cities, and after the first eager anxiety to do - 
something to get rid of them, an apathy and an indif- 
ference gradually succeeded it, and things were to a 
large extent again left to go on very much in the old 
way. Indeed, on this great question, it may be said 
that our efforts to do better in connection with it bave 
been at the best of a somewhat spasmodic character. I* 
is, we fear, too much the truth, that it was only at 
times when the " pestilence " threatened, or fever stalked 
through the land, that men began heartily to move in the 
matter of sanitary refoiTn 

Then the waters of anathv were stirred, and great 
exertions made to ri^ ^^ /owns of the plague that 
stirreth at mght and tW^ oestilence that walketh by 
noon-day. Then couji^tf^^^/gat in solemn conclave, and 
commissioners of poli^^^^*^®^^^^ armies of whitewashers, 
forgetfu aU of the C\^,f fbiding dirt wa^ not gettit^g 
nd of It, that scotctj^^ Je Bnak® was not kiUitvg it. 

x5 
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Then Boards of Health gave sage counsel to the poor 
people to wash well their houses and keep their persons 
clean, unmindful of the fact that in many cases no water 
glistened near their dwellings, and that no drains existed 
to sweep the foul proceeds off. Work done in this way, 
and advice given to the poor in this style, is too apt to 
remind us of the folly of him who holds out a rope to a 
drowning man with one hand, and with the other gives 
him a lusty knock on the head, taking away all capa- 
bility of using the means of safety ; it is like telling a 
man who begs of you to go and buy himself a new suit 
of clothes that he might beg at least respectably. When 
we think of some of the schemes of sanitary committees, 
and the *' recommendations of boards of health " or 
mayors of towns during times of pestilence, we are re- 
minded of Burke's celebrated description of the Chatham 
ministry as peculiarly apposite — "An administration so 
checkered and speckled — a piece of joinering so crossly 
indented and whimsically dovetailed ; a cabinet so vari- 
ously inlaid ; such a piece of diversified mosaic, such a 
tessalated pavement without cement, here a bit of black 
stone, and there a bit of white . . . that it was indeed a 
very curious show, but utterly unsafe to touch and un- 
sound to stand upon." And although matters are now 
much altered for the better, and although a real desire 
exists on the part of town and city corporations to do 
their part in getting rid of the evils arising from a want 
of sanitary regulations ; it is, nevertheless, too true that 
matters are -still so bad, that even in many districts it is 
the opinion of many that they could not be worse. And 
although much has been done to rouse the public from 
their apathy upon the subject, still their is grave reason 
to believe that a new generation since the period we 
have above alluded to has arisen, who have got in- 
Afferent to the subject ; to its influence upon the health 
social and moral — of the community, who overlook 
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and wilfully overlook the evils surrounding them, or Who 
will not believe that they exist at all, or if existing they 
are not so bad as they are said to be. To such, a few 
facts and general consideration connected with the sub- 
ject may be of use. 

Could one with somewhat of Asmodean power, not 
unroof the houses, but skim over the streets of any 
of our large cities, what strange contrasts would he 
behold ! Here, wide, well swept streets, lined on either 
side with large, well-built mansions ; or shops, filled 
with everything that can tempt the luxurious or re-, 
fined, or minister to the utilities of life ; and but a 
stone's throw oflF, a narrow, noisome street, heaped up 
here and there with garbage foul, offensive to sight 
and smelL Stately warehouses containing wealth that 
would have ransomed kings long ago, overlooking hovels 
sheltering, not half covering, the wretchedness of the 
poorest of the poor; hospitals looking out upon the 
lazar houses from which come the occupants of their 
wards ; churches crushing in where the sound of praise 
and the song to heaven mingles with fierce curses of 
men and the shrieks of women and children; the 
windows of a Bible warehouse in a broad street looking 
out upon a brothel ; a police-office fronting a " flash 
house,*' — these and a hundred other contrasts as strange 
and striking, would make up the mingled mass which 
that city is. Which of our cities can be said to be 
without its plague spots ? Which of our towns with- 
out its death shadows ? Walk the streets of London, 
and if your guide is a vain man, prompt only to show 
you in his vanity the evidence of the wealth and power 
of the world's capital, he will lead you through stately 
squares and crescents, but he will pass by the courts and 
alleys, and the narrow streets, of the condition of which, 
the following is but too true a description : 

** The streets, courts, alleys, and houa^a,Ya.^\3Cis2oL\5s^<a. 
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first breaks out, and in wLich it becomes prevalent and 
fatal, are inrariubly tiioae in the immediate nei^bonr- 
bood of uncovered aewers. Mark the dreary list — stngf- 
nant ditches and pODds, gattere full of putrifying matter, 
nigbtmen's yards and privies, the soil of which lies openly 
exposed, and wbicb is seldom or never removed. It ia 
not possible for language to convey en adequate concep- 
tion of the poisonous condition in which large portions 
of these districts remain winter and summer, in dry and 
rainy weather, from the masses of putrifying matter 
which are allowed to accumulate." Or another pictnre : 
" A labyrinth of squalid rooms above, littered with dirty 
beds, and smelling inexpressibly foul." Or another: 
"The type of hundreds of others easily met with in our 
cities, of a room, in one corner of which was a little 
heap of dirty straw, on which nestled, intangled in 
strange confusion, some children — it was impossible to 
tell how many." Or another room : " In which the walk 
were rotten and full of cracks, matted with layers of 
mouldy paper, swarming with vermin ; gaping boles in 
the floor, filled up by great stones, and moonlight visible 
through the fissures in the walla." Or still another : 
" Dirty as a pig-stye, with a heap, swept in a comer, of 
ashes, filth, herring bones, and muck miscellaneous." 
Further, let the reader conceive of the internal condition 
of houses to which a stair leads, in wbicb, " from bottom 
to top, were heaps of rubbish and oozy filth, from which 
passages branched out lite the gallery in a coal pit wind- 
' _ ' 1 and out in seemingly endless coils among the 
rooms, separated by rotten vermin-haunted partitions." 
t What with the sights and sounds of vice and misery 
fcsround him, the positive danger arising, no leas from 
f the tottering staircases and bulging-out walls, supported 
chiefly by the blackened beams stretching across and half 
nbscuring the glimpse of sky seen overhead, than from 
' e swearing, haggard men, and the scolding, flauiiting 
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women, the attendant demons of the place, it takes a 
man of strong nerve, and still stronger sympathy with 
the wrongs and sufferings of the poor, to enter coolly 
such wretched quarters. If such a condition of matters 
characterises certain quarters of the richest and most 
advanced of our cities, the reader may have some faint 
notion of the work that is yet to be done by sanitary reform. 

But it must not be supposed that sanitary evils and 
the deplorable state of matters arising from them are to 
be met with only in our towns and cities or populous 
villages. They are unfortunately found to exist in rural 
districts, in which, according to popular fancy and story 
only peace and comfort dwell. Here are a few cases 
chosen out of a long list descriptive of the cottages of 
the poor labourers met with even to-day in too many of 
our rural districts : 

The cottages are mere hovels of mud or of/' wattle and 
daub," or of rubble stone set in mud, or of ^rude timber 
frames filled in with mud, or with brick, or with stone, 
or with other material. The timber is rotten ; the mud, 
bricks, and stones are damp in wet weather, and dusty 
in dry weather. Look at the site — ^probably a hole — not 
unfrequently a swamp several feet below the adjoining 
road, the slope being towards the door. If on an eleva- 
tion, the ground is undrained, rugged, abrupt, uneven, 
and neglected. Many of these hovels are only one storey 
in height ; the side walls are very low — from 3 to 6 feet 
up to the square ; few are vertical, and some are sup- 
ported by buttresses or by props. Many are half buried 
against a hill side, or against a bank which is wet. 
Then the roof — this is of thatch, of heather, or of straw, 
or is formed of turf, of sods, of shingle, of tile, or of 
slate. If of thatch, the material is rotten with age, and 
green with fungoid vegetation ; if of shingle, the timber 
is decayed ; if of slates, they are broken and in holes. 
Door and windows match the structure, and the floor is 
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of native mud, the space enclosed being common to 
bipeds and to quadrupeds alike. The floor is not only 
dirty, but the walls, furniture, and roof are the colour 
of grimy dirt. Amongst the rafters, spiders and other 
insects abound. Outside, animal refuse is stored in 
some hollow where liquid permanently rests, so as to keep 
up eyaporation and an evolution of gasses highly injurious 
to human life ; and if this refuse does not actually sur- 
round the hovel, it is frequently so situated that the 
prevailing winds shall drive the gases of decomposition 
into and through the habitation. The arrangements for 
disease, misery, and premature death are ample, adequate, 
and complete. The hovel is crowded by males and 
females of all ages, without means of separation, so that 
the arrangements for sin and misery are also complete. 

To this general picture may be added sketches from 
particular districts, as the following : In one district, the 
cottages, or rather huts — to call them by their right 
name — *' are constructed of a rough frame-work of timber, 
with heather or gorse interwoven, about two or three feet 
in thickness. The walls, if they maybe so called, are not 
generally higher than about six feet ; the roof thatched, 
with poles laid crosswise, and bound, to prevent its 
being torn up by the wind. In addition to this, ropes 
constructed of twigs are suspended, and attached to 
large stones, to give additional security." In another 
district near the above, the cottages are sometimes built 
of stone, sometimes laid in regular fashion. " Others 
are of rough stones of all shapes, something like a stone 
wall laid without mortar, and afterwards plastered in a 
rough way; others of river or rounded stones. The 
height of wall is not more than six feet ; thatched roof ; 
chimney constructed of a light frame- work of sticks, with 
urf laid against it. There are never more than two 
'oms, no ceiling, very often no fire-grate; but when 
peiBfitia of the rudest description. The floors are 
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generally bare earth, with perhaps a hearthstone or so." 
In another district, ''house accommodation is both far 

too limited in quantity and bad in quality 

It is the bounden duty of all proprietors to furnish a full 
equipment of substantial cottages, combining the requi- 
sites for comfort and decency, on all farms. Withheld, 
they stop the onward progress of social order, and hold 
out a premium to vice and degradation." In another 
district, " many are still compelled to live in wretched 
hovels." In another, "house accommodation is still 
deficient, in many cases consisting of one or two rooms 
only for a married man and his family." 

Of the cottage accommodation in another district, ai> 
informant says that nowhere is it worse. " The cottages 
are the greater part mud-built and very small, and con- 
tain but few conveniences ; and there are many instances 
where a whole family, sometimes quite a large one, have 
to put up with a solitary sleeping apartment — ^where the 
father and the mother, the boys and the girls, herd to- 
gether, to the total destruction of common decency, and, 
consequently, to the detriment of morality." In another 
district the cottages of the labourers are " generally too 
small; and where a family is at all a large one, that 
l6ads to a sad state of immorality, from boys and girls, 
young and old, all being crowded together ; and yet any 
increase of rent at once stops the labourers from attempt- 
ing to lessen that seriously improper state of things." 
In another, "cottage accommodation has been sadly 
neglected." In another district, one of the greatest evils 
with which the labourer has to contend "is want of 
proper cottage accommodation ; the miserable home, with 
but one bedroom and the sitting-room, is most prevalent ; 
and you may travel through parish after parish, and 
scarcely find a cottage possessing three bedrooms; and 
so long as that is the case, however desirable the father 
of a family may be, or however much he may ed\i<i8»tft^ 

B 
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we shall never find any mor.il or mitterial difiere 
wages may increase, means of comfort may increase, 1 
an long as whole families herd together, there can be so 
benefit morally." "The house accommodation," in an- 
other district, " of the labourers of this county ia far from 
what it shonld be. Of course (as in alt agricultural 
districts) many of the cottages are old and ill-con atraoted, 
having insufficient sleeping apartments for n proper divi- 
sion of the seses : whole families are huddled together, 
to the deatruction of all moral and virtuous feeling," 

By no means a difficult matter would it be to add to 
thcise pictures many others showing the condition of 
the cottage accommodation of our agricultural labourers, 
but space does not admit of this being done. We do 
not, however, ignore the fact that in many districts a 
fnir state of amiitary completeness in cottage arrange- 
ment hna recently been secured ; but with all this, it 
ia nevertheless true that, compared to what has to be 
done to bring np our cottage accommodation through- 
out the whole country to a proper standard, little, com- 
paratively nothing, indeed, has as yet been effected. 

But while the truth of statements such as the abova 
may be readily enough admitted — and still more startling 
stateraente might easily enough be here given — the evils 
arising from the state of matters which they disclose aa 
esisting amongst us, may not be so readily granted. We 
therefore proceed briefly to point out what these evils 
are. Aud first, as to the physical evils i " The poorer 
claases in these neglected locaUties and dwellings are ez- 
\8 of disease and death, which are peculiai 
J the operation of these peculiar causes is steady, 
g, sure, and the result is the same as if twenty 
Irty thousand of these people were annually talLen 
\ their wretched dwelliugs and put to death, the 
'»ct being that they are allowed to remain in 
pd die. I um now speaking," continues the high 
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authority from whom we are quoting, " of what silently 
but surely takes place every year in the metropolis alone, 
;md do not include in this estimate the numbers that 
perish from these causes in the other great cities, and in 
the towns or villages of the kingdom. It has been 
stated that the annual slaughter in England and 
Wales, from preventible causes of typhus fever, which 
attacks persons in the vigour of life, is double the 
amoimt of what was suffered in the allied armies in the 
battle of Waterloo.'* These are no exaggerated state- 
ments as to this great battle against our people, which 
is every year fought and won ; and yet few take account 
of it, partly for the very reason that it takes place every 
year. However appalling the picture presented to the 
mind by these statements, it may justly be regarded as 
a literal expressipn of the truth. ''I am myself con- 
vinced,*' says the above authority, "from what I con- 
stantly see of the ravages of this disease, that this mode 
of putting the result does not give an exaggerated ex- 
pression of it. Indeed, the most appalling expression 
of it would be the mere cold statement of it in figures." 
If th^ statistics of one disease can give such a fearful 
result, let us fancy, if we can, the aggregate amount of 
death caused by want of district and household sanitary 
arrangements throughout the kingdom. And in connec- 
tion with these several evils, we give a most suggestive 
extract from one of the most recent reports of the 
Registrar-General : 

** England is a great country, and has done great 
deeds. It has encountered in succession all the great 
Powers of Europe, and has conquered an empire in 
Asia. Yet greater victories have to be achieved at 
home. Within the shores of these islands there are thirty 
millions of people, who have not only supplied her armies 
and set her fleets in motion, but have manufactured in- 
numerable products, and are emplo^^iw^Xi^VD^^^^^'' 
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tion of scientific truths of the highest importance to tho 
human race. Those people do not live out half their 
days ; 140,000 of them die every year unnatural deaths ; 
280,000 of them are constantly suffering from actual 
diseases which do not prevail in healthy places; their 
strength is impaired in a thousand ways ; their affections 
and intellects are disturbed, deranged, and diminished 
by the same agencies. Who will deliver the nation 
from these terrible enemies ? Who will confer on the 
inhabitants of the United Kingdom the blessings of 
health and long life ! His conquests would be neither 
by wrong nor by human slaughter, but by the applica- 
tion of the powers of nature to the improvement of man- 
kind." 

The evils arising from this state of affairs does not 
rest here; the moral evils are as appalling in their 
nature as are the physical. " The immoral influence of 
filth," says a distinguished philanthropist, " and discom- 
fort has never been sufficiently attended to. That in- 
fluence is in the highest degree anti-social. The wretched 
state of his house is one of the most powerful causes 
which induces a man to spend his money in strictly sel- 
fish gratifications ; he comes home tired and exhausted ; 
he wants quiet, needs refreshment; filth, squalor, and 
discomfort in every shape are around him ; he naturally 
gets away from it, if he can." Another authority thus 
Writes on this important point: "Virtue and vice are 
^ dependent upon physical conditions as health and 
disease. There is a fixed relation between comfort and 
^orality; and there is a terrible positive connection 
oetween physical and spiritual degradation." Corrobo- 
ative of this, the evidence we could give would be most 
^'J^^ing, almost unfit for publication, such a horrible 
^® of affairs do statistical inquiries show. " In these 
etched dwellings," writes John Kay, " all ages and all 
'^"^fathers and daughters, mothers and sons, grown-up 
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brotLera and aiaters, atranger adults — malea and females 
— and Bwarnia of children ; the sick, the dying, and the 
dead — are huddled together with a, proximity and mutual 
pressure which brutes would resist. Where it b physi- 
cally impossible to preserve the ordinnty decencies of 
life, when all sense of propriety and self-respect niust be 
lost, to be replaced only by a recklessness of demeanour 
which necessarily results from vitiated minds." 

It is not easy to cultivate the finer feelings of our 
nature, amongst people who live in dens into which men 
of we^th would be ashamed to thrust their dogs. Con- 
ceive the morality of those who are " cribbed, cabined, 
and confined," all the grades of low humanity together ; 
" thirty-seven men," says one, quoting a case, " women, 
and children, all huddled together on one floor." Under 
auch horrid circumstances virtue is impossible ; " and 
indulgence in vice, or the commission of crime, seems 
scarcely other than natural." How can our churches, 
our town missions, and onr schools, work out their full 
resnlts when we perpetuate places amongst ua in which 
*' large masses of the population grow np bo immersed 
in ignorance and vice as to look at it with complacency, 
and to live in it without di.4gust1" What says George 
Goodwin, the editor of the Builder, one who has wit- 
nessed as much of the horrors of town shadows as most 
men : " Again and agoia would we assert, that as you 
lend men and women to appreciate cleanliness, light, air, 
and order, you make them better citizens, increase their 
self-respect, and elevate them in the social scale. By the 
miserable dwellings to which thousands in this and other 
great towns are condemned, we are impelling them down- 
wards — au easy process— with frightful results. It cannot 
be too often repeated, that the health and morals of the 
people are regulated by their dwellings." 

But there is another point from which to view the causes 
of public apathy on this important question of sauiL-iry 



14 SANITARY SaENCB. 

reform, and to which apathy we have abready alluded. 
The benevolent and philanthropic do not, unfortunately, 
comprise the bulk of our thinking classes. These form 
a good, but small body. Another class exists whose 
name is legion, who can only be appealed to through the 
pocket. Men of this class have little sympathy with 
misery, but they; have much with money. A man of this 
class may spend a pound to punish a criminal, but he 
would grudge heartily the giving of a shiUing to carry 
out any plan which promised fair to prevent him from 
becoming one. Dirt and disease may commit their 
ravages as they list amongst the very poor, and his ear 
is closed to all appeals for their relief ; but the moment 
you whisper to him that by doing so and so he can save 
money, you have his attention. Convince him that it 
will cost him less to keep poor districts clean than it will 
to allow them to remain dirty, and you have some chance 
of obtaining his hearty services in the cause. Now, we 
are far from deprecating this feeling. So far as it goes, 
it is a good one. Waste at any time is a folly ; but, 
when a system brings about a waste at once of life and 
money, it becomes a crime. We should like to see this 
feeling working in conjunction with others of a higher 
kind ; but we must take it as we find it^ and work upon 
it to help us in the cause. 

It is no very diflScult thing, therefore, to prove that 
every death caused by the want of proper social measures, 
must be a loss to the community ; all unnecessary sick- 
ness requiring the expenditure of money in the endeavour 
to cure it must be a loss; and where pauperism is increased 
by the untimely death of those who support families, that 
those who have it to pay must pay for its support. It is 
'ecause there is a difficulty in proving these truths ; 
cause men have rarely thought of them, that their 
has been so little marked. 

» lemembered that a sickly population is one 
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of the most costly burdens of a state. Health is the poor 
'man's capital in trade; and whatever deteriorates that 
entails a direct loss, and eventually a heavy money charge 
upon the community. The enormous amount of poverty 
and destitution 4n this country, and the consequent neces- 
sity for an impost of nearly £8,000,000 (eight millions) 
sterling annually for its relief, are in a great measure due 
to the pauperising effects of preventible disease." 

Did space permit, we could cite abundance of evidence 
to put the truth of this startling statement beyond a 
doubt ; but surely this is not required. There are some 
things need but to be stated to show their truth ; this is 
one of them : " It is proved that the money lost through 
typhus fever alone in the metropolis, during the five years, 
1843-47, was £1,328,000, and that this might have been 
prevented." To this add the loss sustained in other towns, 
and say whether or not the amount is not worth trying 
to save. From one disease alone, much aggravated by, 
and in many cases wholly due to, the fearful condition 
of the dwelling-houses of the poor, 60,000 die annually 
in England and Wales alone. 

It is a mistake, and one the existence of which amongst 
us gives rise to grave evils, to suppose that all the work 
of amelioration, the direction of which we have endea- 
voured to point out, can be done, and done only, by 
large bodies governmental and corporate. For the truth 
is, that a vast power lies in the direction of individual 
exertion; not merely in connection with the dwelling- 
places, and the localities in which they are congregated, 
of the poorer and labouring classes, but in connection 
with the dwelling-places of the richer classes. It is quite 
a mistake to suppose that sanitary improvements in the 
arrangement and construction of dwelling-houses, and in 
the laying out and drainage of the districts in which 
they are built, are wanted only amongst the squalid class 
which exist so numerously amongst us. For, although 
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in consequence of tbe bonnes of the well-to-do — as the 
phrase now is — ^being, generally speaking, isolated, or at 
least, not crowded together, the effects of the exciting 
causes of disease are not so strikingly malign as in the 
case of the confined and crowded districts of the poor; 
it is nevertheless true, that bad drainage, bad water, 
and bad air, cause diseases of the same class, but more or 
less modified, which act on the health of the inhabitants of 
the wealthy districts, as those which devastate the dwellings 
of their less favoured brethren. Nor should the fact be lost 
sight of, that what injures the poor reflects more or less 
immediately, but not the less surely, upon the rich. The 
diseases which sweep away the inhabitants of alleys, may 
— and in practice, unfortunately, are found too often to — 
spread to other quarters, and take death to the inhabi- 
tants of our squares and palaces. Hence the wide- 
spread interest which the subject of sanitary reform 
possesses to all classes; and hence the necessity that 
exists, if the true interests of all are concerned, to make 
sure that we carry out, as completely as possible, those 
arrangements in our dwelling-houses, calculated to insure, 
as far as may be, the health of their inhabitants. 

We hope to be able to show that sanitary appliances 
are often wanted in the very best houses, and in the 
most favoured districts of the rich and well-to-do. And 
one great advantage which would arise from greater at- 
tention being paid to details of sanitary practice amongst 
these classes, would be that the influence of their example 
''yould spread gradually around ; and the more numerous 
^ese examples would become in any district, still more 

5^erous would they likely be. 

^ut while censuring the richer classes for their apathy 

^® matter of sanitary reform, let us not fail to take 

"^ the indifference of others. The work of ameliora- 

'^1^ and should not be, all one-sided, and carried 

better classes alone. The poor themselves have 
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tbeir share of the work to do, and it behoTCB them to 
look the fact fairly in the face, that they haxe not 
as yet in any complete sense done it^ That work lies 
chiefly in aiding tiie exertions of those who are endea- 
Tonring to get the evils swept away which we have 
shown to press so heavily npon them, by doing all that 
can be done by the exercise of prudence, caiefolness, 
and cleanliness. Now it is simply saying the truth, 
when we say that the poorer classes as yet have not 
done all they could in these directions. As to the 
habits of carefulness and cleanliness alone, they as a 
body have much to learn. The pjunful part of the 
matter is, that they too frequently show an utter in- 
difference to the learning at alL We yield to none in 
our anxiety to raise the labouring classes to higher and 
purer life ; but we are anxious to see that tbey do all 
they can to aid others in the task. It has been, per- 
haps, one of the mistakes of the past few years which 
has been committed by the richer classes, that they have 
by their various movements set forth the idea that 
everything had to be done for the labouring poor ; at all 
events, that they, the poor, have little to do themselves 
in getting rid of the evils which surround them. We 
clearly see that there are some things which the poorer 
classes cannot possibly do for themselves. They can- 
not change noisome, ill-drained districts for healthy 
ones, nor wretched, tumble- down hovels for good ones ; 
but they can do much when these things are done for 
them, to use them carefully, and to cultivate the habit 
of personal and household cleanliness, which will longest 
keep them in good order, and aid most effectually the 
health-securing appliances with which their houses are 
supplied by the care of others. It has been a matter of 
frequent occurrence, we regret to say, that the efforts of 
distinguished philanthropists to secure healthy homes 
to.the poorer classes, have been thwarted and crossed by 
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the poor themselves, and their efforts met with a languid 
indifference, or, still worse, an actual opposition, which 
has been calculated to lead to the deplorable result of in- 
ducing parties anxious to do all they can to aid in the 
establishment of a better state of things amongst the 
poor, to give up all attempts at it, seeing how vain the 
hope Las been to get those most directly interested in 
the matter truly interested. Not seldom have we heard 
landlords and architects complaining, that after giving 
due attention to those constructive details and appliances 
best calculated to secure the health and the comfort of 
those who were to occupy the houses, they not only 
would not use these appliances, but would wantonly 
destroy them ; or, by their habits of indifference and 
carelessness, make them inoperative. It is but a truism 
to say that the house may be a healthy one so far 
as construction and its conveniences are concerned, 
but that it will not be a healthy one if it is not kept 
clean and in good order. And to those who are not in 
the habit of seeing how the poor actually live, it is 
well to know that, bad as things are, so far as their 
houses are concerned, they are made much worse by the 
lack of order and the utter absence of all cleanliness 
which characterises so many of them. There are, we are 
glad to say, many noble exceptions to this, but it is just 
because there are exceptions that we insist that there 
is a capability on the part of all to make these excep- 
tions the rule. If this were done, order would take the 
place of disorder, cleanliness of filth, and in many cases 
health that of sickness or disease. To those who are in 
lit of making what are called " sanitary surveys," 
rnenon is very familiar as thus : In the very 
. Iiouses and rooms, distinguished by almost 
,tyx$,te that makes them disgusting to the re- 
?^ jdow and then there will be one house or 
(/^^^ ^^ ^ markedly distinguished by the 
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opposite cliaracteristics. Poverty, truly, may stare out 
upon the visitor in everything that meets the eye — ^the 
" sticks of furniture " may not be worth a shilling or 
two, but order reigns everywhere ; everything is very far 
from being of the best, but the best is made of every- 
thing — cleanliness prevails, and there are all the evi- 
dences of a determination to struggle with untoward 
circumstances, and not to be mastered by them. No 
one but he who has met with such '' oases '^ of clean- 
liness and order in the " desert *' of dirt and disorder 
by which they are surrounded, can have any conception 
how refreshing the fact of their existence is, to those who 
are truly interested in the welfare of the poorer classes. 
What^ then, we have long contended, and now contend 
for, is, that it is the duty of the poor to increase the 
number of these excellent examples amongst them of 
what can be done to make good out of evil, order out of 
disorder, cleanliness in the midst of filth, and if things 
are bad that they should at least not be made worse by 
indifference and carelessness, nay, by positive injury 
done to property, with, if not malicious intent, certainly 
with a remarkable degree of carelessness as to what is 
done by others. For, to those who are acquainted with 
the poorer and working classes, it is not seldom a 
painful thing to see the wanton injury done to the 
houses in which they live. Children are allowed without 
remonstrance to write upon or mark walls, rub off paint, 
break plaster, cut and chip at doors and windows, and 
in many different ways so well known to the destructive 
proclivities of youth, injure property to a very large 
extent. The evil would be more easily remedied if its 
existence or perpetuation rested alone with children ; 
remonstrance, and failing that, correction would influence 
children for good ; but as neither the one is offered 
nor the other given by the parents, the inference to be 
drawn is, that the parents themselves are indifferent 
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upon the matter, or careless to think rightly or act 
rightly about it. Noble exceptions, however, are found 
amongst the classes we are now writing about ; and 
it would . be a great service done to the bodies to 
which they belong if such who form these exceptions 
did all in their power to inculcate amongst their fel- 
low-workmen the important truth, that while society owes 
a duty to them, they owe a duty to society ; that while 
their rights and interests are respected, that they should 
respect the rights and look after the interests of others ; 
and that drunkenness and reckless improvidence, un- 
cleanly habits of person or in house, and carelessness of 
the property of others, act as injuriously upon themselves 
as upon society. It would be a great move in social pro- 
gress, if the tone of the poorer classes generally was 
raised in this direction ; and we know of no more potent 
power to aid in this than the influence of those of the 
working classes — and they are a large and increasing 
body — who, from their habits and high character, are an 
ornament to the class to which they belong, and would 
be an ornament to any class of society. If this influence 
were used, progress would be rapid in the social improve- 
ments of many of their own class. Nor should the 
lessons of the school be forgot, as bearing upon this 
point. Much influence lies within the province of the 
teacher, in bringing before his pupils the importance of 
what may be called the " ethics of sanitation," and every 
opportunity should be taken to impress these principles 
upon the minds of his pupils. There is much to de- 
plore in connection with the habits of the people gene- 
:^lly ; and it would be well if the laws of health were 
lade to form part of the daily lessons of the schooL 
'requent attempts have been made by philanthropists to 
ing this neglected department of education before the 
^at body of teachers ; but, we regret to say, with little 
ctical effect. But we could go further, and maintain 
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that the power of the pulpit should he hionght to hear 
npon this important question — the duty we owe to oar- 
selves in the matter of attrition to the hiws of health, and 
what is due to others in the direction we have indicated. 
As bearing npon this point, we Tentore to extract, from 
a daily paper, the fc^owiog snggestiTe remarks, on what 
we conceive to be the duty of clergymen in the matter, 
much, if not aU, of which implies equally to the teachers 
in our schools : 

" On them (the clergy), especially in rural parishes, it 
greatly depends whether the powers so wisely conferred 
on parochial boards shall remain practically useless. And 
when they reflect on the innumerable mischiefs which 
may be mitigated or removed through the constant and 
judicious working of the Health Act, we trust that they 
shall feel it to be their duty to be vigilant in striving to 
save the lives of their parishioners by rescuing them from 
physical conditions which re-act on their moral nature, 
and render them deplorably indifferent to the display of 
whatsoever things are of good report. If it be chimeri- 
cal to expect that sundry important Christian virtues 
shall be exhibited by those who are wretchedly housed, 
so that the labourer is readily lured from the muddle of 
his straitened hovel to the warm and tidy public house ; 
if modesty must disappear from a family accustomed 
night and day to look upon all that is unbecoming — the 
clergy, of all men, are the most interested in endeavour- 
ing to put an end to the physical obstructions which 
paralyse their spiritual labours. It is their duty to pro- 
test against these obstructions, not only in the compara- 
tive privacy of the parochial board, but in the congrega- 
tion to proclaim that they are sins; and to appeal to the 
consciences of their hearers whether they will incur the 
guilt of culpable homicide by voluntarily continuing 
offenders against the law of the land, which at last, by 
enacting the wise and benevolent provisions of the Public 
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Health Act, has given such meaniDg to the aphorism, 
* The safety of the people is the supreme law.' Indif- 
ference to sanitary questions is especially blameworthy 
in those who are bound to charge others to * do good 
unto all men as they have opportunity.' While, there- 
fore, we trust that the clergy will contend earnestly for 
the great verities of the Christian faith, we also earnestly 
trust that they will not be among the number of those 
who forget that man is of a twofold nature — bodily and 
spiritual — and who divorce religion from common life, 
and not as if they believed that there are many things 
with which religion has nothing to do." 

It is, then, undoubtedly the interest of the poorer classes, 
as we take it to be their duty, that they should endeavour 
to get rid of the objection which philanthropists are 
often met with when, urging that something should be 
done to get rid of the evils which do press upon the 
poor, namely, that "it is no use doing anything for 
them, for let us do all we can, they are not a bit better." 
"While by no means admitting that this belief should act 
80 as to prevent them from doing good, we confess that 
is powerful as an excuse for their indiflference to it, 
those on both sides of this important question, who 
3 extreme views, we are aware that our remarks will 
taken objection to; but we, nevertheless, believe 
m to be correct; and that, while on the one hand, 
Anting that there are certain things to be done for the 
iK)orer classes which they cannot possibly do for them- 
selves, we, on the other, are certain that the poorer 
^asses can aid this work mightily by doing what no one 
it themselves can do ; what, indeed, no one else ought 
do. And thus we conclude that if society is bound to 
something for them, they are bound to do something 
"ociety. We are not in any sense isolated portions of 
&t community ; we are, in truth, bound up in the 
'rf a common interest. What is for the benefit of 
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the poor man, is for the benefit of the rich ; and, if we 
neglect to do that which is calculated to secure the 
health of those who dwell in the low, we will assuredly 
injure that of those who inhabit the high places of the 
land. The air we breathe, which comes alike to all of 
us, may be the medium of conveying to us the seeds of 
disease, as well as the support of life. It may float to- 
day amid the houses of the poor, laden with the miasma 
from ill-made, ill-arranged drains, or from dirt-heaps or 
cesspools where there are no drains at all ; to-morrow, 
the wind may waft it to the houses of the rich, and the 
disease that was generated in the hovel, may next day 
break out with virulence in the halL The river, the 
waters of which may be contaminated with the refuse 
from the houses of the rich, may be the source of supply 
to the houses of the poor, carrying with it the germs of 
disease and death to them. We thus see the close con- 
nection which subsists between all the branches of sani- 
tary science, and how the influences to which they give 
rise are interchanged from one district to another, and 
act upon the health of all classes alike. No class pos- 
sesses an immunity from the evils which neglect of the 
laws of sanitation bring into existence ; aU are subject 
to their influence. This may be, and is, modified by 
favourable circumstances ; but it still is in existence, 
and may find a weak joint in the armour of the strongest. 
Hence it is that the importance of having a system of 
sanitary legislation, generally applicable to all classes of 
the community is becoming more and more understood ; 
and we live in the hope that the various class and party 
interests, which have so long' stood in the way of this 
system being carried out, will be at once and forever set 
aside, and that its establishment will be as speedy as 
these our introductory remarks, which we now conclude, 
have, we hope, shown it to be essential — essential from 
every point of view, physical, moral, and religious. 



CHAPTER 11. 

HEALTHY ARRANGEMENT AND CONSTRUCTION OF 

DWELLING-HOUSES. 

We now proceed to take up some of the leading points 
connected with the subject heading this chapter. These 
will obviously be of a general character, as it does not 
come within the scope of the work to describe minutely 
those detaib which are specially within the province of 
the architect and builder. Numerous works are within 
easy reach of such of our readers as may be disposed to 
study the subject in its technical details^ and to these we 
refer them. 

The keenest critics of the work done in modem times, 
in connection with the arrangement and construction of 
our dwelling-houses, are architects themselves; and, 
although not disposed to go the length of one who, 
eminent alike for his taste in design and skill in con- 
struction, says that our modem structures are exempli- 
cations of " how not to build," there is, nevertheless, 
ound enough to deal out some grave censures as to 
lat is done in the way both of arrangement and the 
•truction of houses. So far as the arrangement of the 
"toients are concerned, in their absence of proper means 
ighting, and of those conveniences without which 
'^^t tidy housewife cannot be tidy, too many of our 
' approach pretty closely the point of being ezem- 
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plifications of "how not to arrange." And, so far as 
construction is concerned, in the choice of notoriously 
defective and unsound materials, in the absence of pre- 
cautions to prevent damp, of arrangements and appliances 
to secure ventilation, and in the want of workmanlike 
care to lay down proper drains, and in such a way that 
they will remain sound and in good order, it may also be 
said that many come pretty well within the stricture we 
have already named, as examples of " how not to build." 
It is, however, only right to state that in many instances 
where but only too grave fault can be found in some of 
the above, and in other respects with the work of many 
builders, there has been no desire on their part wilfully 
to do bad work ; but this has arisen chiefly from ignor- 
ance of, or careless inattention to, the points which con- 
stitute good work on their part. But there are others yet 
mixed up with the trade, only too well known as "jerry 
builders *' or " sham contractors," and who are utterly in- 
competent to do good work, or even to know what good 
work is. Hence the number of houses which are erected, 
which are a disgrace at once to the constructive skill and 
to the civilisation of our people. These, it need scarcely 
be said, abound most in our large cities, and in our manu- 
facturing towns ; for the " scamping trade " has facilities 
there which it does not meet with in less populous loca- 
lities, and in rural districts. The only remedy for such 
a state of things, which under better and strictly main- 
tained sanitary laws would not be tolerated, is to be careful 
in the choice of the tradesmen who are to be employed 
in the houses you intend to build. Better advice still, 
secure the services of a competent architect. He may 
not come up to your notions of what a " planner " should 
be j but thi he will secure for you, and that is a great 
deal, good work, which is the cheapest in the end. 
Another advantage obtained in the employment of a 
competent architect is, that he will b^ wic^«^w\ft^ ^>5^ 
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the details of sanitary construction, by which the health 
of the inmates of the house may be secured as far as 
sanitary construction and arrangement can secure this. 
What these details are, it is now our duty to place in a 
general way before our readers. 

And first, as to site : In crowded towns there is not 
much to choose, unless it be Hobson's choice — ^' this or 
none ; " in suburban districts the choice is doubtless less 
restricted ; but it is in rural districts chiefly that a variety 
of sites is offered to choose from. That the choice is not 
an easy one to make, or that an ignorance of what the 
points are which should dictate the choice too often 
exists, may be gathered from the fact that in many in- 
stances the very worst site is chosen and the best neglected. 
In considering the site of houses of a superior class to 
be built in the country ; the term, it should be remem- 
bered, includes something more than the mere space of 
ground which the house is to occupy when it is built ; 
it includes also locality of the site. As a general rule 
to be followed, the house should not be built in a hollow, 
or in the lowest part of a valley ; rising ground, of easy 
ascent, should be chosen. But the position may be high 
in itself, as compared with some parts of the surrounding 
land, and yet low as compared with others. Thus Bacon 
— for that many-sided man has written on this subject 
also — says, ** that you shall see that he who builds a fair 
house upon an ill seat, committeth himself to prison ; 
neither do I reckon it an ill seat only where the air is 
^uwholesonie, but likewise where the air is unequal, as 
shall see many fine seats upon a knap of ground, 
oned with higher hills round about it, whereby the 
^ the sun is pent in, and the wind gathereth as in 
you shall have, and that suddenly, as great 
' eat and cold as if you dwell in several 
Me authority has the following upon the 
litj, which should be attended to : '< Easy 
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access to public roads and conveyances, with supplies of 
water and fuel, are indispensable requisites in the choice 
of a situation. Again, it is preferable to have a house 
sheltered by trees than by mountain scenery, because the 
former afford a cool and refreshing air in the heat of 
summer, and in winter they serve as a shelter from the 
keenness of the cold winds which periodically prevail ; 
while mountains, especially if their position be directly 
east or south, are singularly disagreeable at* certain 
seasons of the year, and only afford a partial protection 
from the winds." Some choose a depressed part as very 
likely to be a sheltered spot, but this is quite a mistake ; 
for, independently of the diflBculty there is in draining 
the house, the chances are all on the side of winds beat- 
ing upon the house as angrily in its low situation as if 
it were placed upon rising ground near it. Stronger winds 
oftener blow through the lowest part of a valley than 
along its sides, or even sometimes upon the summit of 
the sides. The site of a house is often chosen on account 
of its proximity to a piece of water, this last being consi- 
dered as " such a pretty object in the landscape." No 
doubt water viewed from a house, especially if surrounded 
with clumps of trees or wooing willows near its banks, is 
a pleasing object, but whether it is good to have it near 
the house is another question ; it is more probably true 
that distance rather than proximity will lend enchant- 
ment to the view ; and it is almost certain that actual 
proximity to water is not a healthy thing. As a rule, 
it will be found that delicately-constituted people rarely 
are in good health while living in houses in immediate 
proximity to water. The bad features of the case are 
intensified if, in addition to being near the water, the 
house is placed on a level with its margin ; and worse 
still, as is sometimes the case, a little below it. The 
site of the house will in these cases be more ot l<^<Sk^ 
damp, than which there is no greater eV\\ \.o "V^^ ««^- 
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earth, or sand, precautions will have to be taken in order 
to secure a safe foundation. This is particularly true of 
shaley soils, which, although when first broken up appear 
as hard and firm as stone, soften very rapidly under at- 
mospheric influences, and are often eminently unsafe. 
The same is true where the soil has shifting, loose beds 
of sand. The care, however, of an intelligent architect 
will always be given to this point of safety in the founda- 
tion soil. Special care will have to be taken in cases 
where the soil upon which the house is to stand is com- 
posed of " rubbish " or " made earth," which is the case 
in many town and some suburban localities. And here 
it may be pointed out that these " made soils " are too 
often most unhealthy soils, being, as they often are, com- 
posed of all kinds of rubbish, ofifal which is apt to decom- 
pose, and various offensive materials. Such accumulations 
are not fitted for the foundation soils of houses to be in- 
habited by human beings, more especially where sub-soil 
drainage, hereafter to be specially referred to, is not 
carried efficiently out. For in such cases the rain water 
— and too often the water of drainage matters — percolates 
through and amongst the rubbish, and forms masses of 
decaying matter : and if the sub-soil, or natural bed of 
soil, happens to be of impermeable clay, then the case is 
much worse, for the water accumulates in pools below, 
and adds to the danger of the mass. Drainage of the 
sub-soil is in such cases imperative ; and every care more- 
"^ver should be taken to prevent drainage water reaching 
^ soil through defective drain-tubes, or by being thrown 
he soil. There can be no doubt that the emanations 
' such soils, and under such circumstances as we have 
inscribed, must be highly injurious to health ; and 
fficult to say how frequently outbreaks of disease, 
take place in peculiar localities, or in connection 
mn buildings, arise from such circumstances. 
% of soil for the site of a house is one which 
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should therefore be carefully attended to ; and that more 
attention should be paid to it is clear enough from the re- 
sult of such investigations, all too limited, which have been 
recently made by physicians and architects in connection 
with it. Some of these, indeed, seem of a very baflOling 
and contradictory character. Thus we h ave already stated , 
that according to almost universal authority, the best soils 
for house-sites lay between gravelly and chalky ones, 
some preferring the one and some the other, while all are 
equally agreed that a close retentive clay is the worst. 
Yet Dr Letheby, at a recent meeting of the Institute of 
British Architects, stated some remarkable results of in- 
vestigations made by Professor Pettenkofer into cases of 
cholera, in which he was led to attribute the outbreak to 
the soils on which the houses w^ere built. Dr Letheby 
pointed out two singular cases in which, while one part 
of a workhouse was visited with cholera, and many deaths 
resulted, other parts were free, the cholera cases being 
in buildings upon gravel, those buildings free from cholera 
being upon clay and brick earth. In another case, a large 
building was free absolutely from cholera, while all around 
the disease was raging, the building which was free being 
on brick earth, while the other houses were built upon 
gravel and made earth. But as if to show the difficulties 
attendant upon even such a comparatively simple ques- 
tion as the choice of soil for a site, Dr Letheby admitted 
that, while the investigation had gone to prove that clay 
soils were good as preventive of cholera, they were un- 
doubtedly bad for a " permanent residence," as clay was 
provocative of rheumatism, phthisis, and other diseases 
produced by a damp atmosphere. This opinion brings 
us, we think, very much to that generally held as to the 
ViJue of different soils for site purposes, and which 
we have already stated. The point to be attended to, 
so as to lessen the risk from cholera, is in keeping the 
Boils free from stagnant water, sewage itom <i^lvi<i\\M^ 
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drains, " and from variations in the level of the sub-^ 
water." This being attended to, the cause of cholera a 
fever outbreaks will be reduced to a minimum so far 
the soil is concerned. That clay soils are per se da 
soils, and that damp soils give rise to attacks of rh 
matism, colds, and other diseases often insidious, then 
no ^oubt of. 

This brings us to describe the means of preve 
ing houses from being damp, and under this h( 
we venture to reproduce part of a brief paper wh 
we wrote upon the subject for a leading agricultu 

joumaL • 

There is no point to be attended to of so much imp 
ance in a sanitary point of view, as the prevention 
damp, none so frequently overlooked, and, when thou 
of, so seldom thoroughly secured. And yet one wc 
think it not so very difficult a matter to build a 
house. That it is difficult is, however, to be assun 
seeing how often damp houses are met with. 

It is scarcely necessary to point out the dangers aris 

from the presence of damp, to the health of those \ 

inhabit houses infested with it. Suffice it to say 1 

these dangers are not the less to be dreaded because t 

are slow and insidious in their effects. The evil t 

can do may be long in doing, and frequently it may 

as it ctften is, attributed to other causes ; but when d( 

it will be sure to be deadly in its effect. It will s( 

ie useful purpose then, to glance briefly at some 

■H)ints connected with a subject so important. 

* rule, so little effectual are the means adopted 

dry house, that nearly all the plans propc 

'section with the cure rather than the prei 

D and the cures ; numerous as they are, 

<?hly effectual. We rarely hear of hoi 

1 damp being made dry ; the damp i 

ritted, but it is rarely thoroughly dri 
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^V4t of a wall, and a concealed foe is, in our opinion, 

^orse than an open one. We believe that it is so prac- 

«^^lly ifhpossible to change a thoroughly damp house 

^to a dry one, that it is better to leave it at once, than 

*|\ throw awajT both one's money and patience in the 

attempt. 

In the case of new houses, the plans in use to prevent 
damp are pretty numerous, but they are not all effec- 
tive. The one most commonly recommended, and most 
frequently used, is the building in of a course of slate 
near the footing. The efficiency of this depends entirely 
upon the walls remaining sound, and upon their not 
settling. This, however, is seldom met with, settle- 
ment, to a greater or less degree, almost always taking 
place, and the cheaper and less carefully carried out the 
construction, the greater the chances of irregular settle- 
ment. The result of this is, that the course of slate gets 
out of line, and broken up and twisted ; and when once 
this is the case, damp is sure to rise in the wall. 

The remedy, or rather, to speak correctly (for there is 
in such a case no remedy), one way to get over the 
difficulty is to use a material so solid and impenetrable 
to damp, and yet so elastic, that if the wall do settle, the 
materisd will ** give," to use the technical phrase ; and 
while being twisted or bent out of its original line of 
lead, will remain unbroken in continuity. 

Two materials are admirably adapted to secure these 
essentials, namely, lead and asphalte. We place lead 
first, because it is undoubtedly the best. If asphalte be 
used, it is essential that it be honest stuff, for there is, 
be it remembered, asphalte and asphalte, some material 
called by the name, possessing little else than this. It 
is necessary also to see, when good asphalte is obtained, 
that it be laid properly. This requires the exercise of 
some skill, which cannot, in rural districts, be easily 
commanded. Now, the laying of a layer of sheet leadL 
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all rmnd the lower course of wall, nenr the ground, can 
Ik! dr>iie by almost any ordinary workman ; and, when 
rmce done, will form as effective a preventive of damp, as 
any material which can be used in this way. Where th® 
expense <>( lead is gnidged, and asphalte cannot be had 9 
a ^"^orKl substitute for the latter may be obtained in ^ 
tliifk coating of pitch all round the lower course. 

I>ut tlifjse and all similar modes aim at preventing th^ 
dainj) fr(>m rising from the ground up the wall, and 
are only therefore so far effectual as the lowest coursed 
()( all, and the footing may be perpetually soaking in » 
damp soil. To secure dryness to the whole of the foun- 
dation courses (which is the most effective plan of 
preventing damp rising to the upper courses), it is 
neoesBary to surround the lower courses effectually with 
ft uaterial impermeable to damp, and strong enough to 
mbt the pressure of the wall. This material is con- 
'Vitt. The usu.1l way of aj)plying this is to put it 
iQroly in the bf attorn of the foundation trench, and in a 
n Inyor. The only effective way is not only to make 
^nyer much tliickcr than usual, but to bring the 
3te up both sides of the footings and to the level of 
round. The footings are thus encased, as it were, 
yncrcte. ]Uit, as in the case of the asi)halte, the 
icrcto must bo good, and the only concrete which can 
thorouglily trusted to bo at once lasting and imper- 
tneablo to damp is concrete made with Portland cement. 
Horo, again, in those days of adulteration, we have to 
'terpohito tho words, " the cement must be good.*' 
wl cement should weigh not less than 100 lbs. to 
bushel, but we should recommend a heavier cement, 
'0 to the bushel The best material to use in form- 
Se concrete is broken or rather crushed brick or 
Tavel ; but it may be made with almost any kind 
n hard material, as " stone shivers,'' clinkers 
Vb fires, breeze from ironworks, broken glass 
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and crockery. Sand makes excellent concrete, even sea 
sandy although we prefer river sand or pit sand. The 
proportion of cement to the broken materials may be as lo w^ 
as one part of cement to six and seven of the materials. 
Where the finest, hardest, and most impermeable con- 
crete is desired, three parts of cement should be used 
^ seven of the materials ; the cement and materials 
should be well mixed together with as much water as 
'^^ make the mass sufficiently easy to be laid in the 
^i^nch, and well worked close up against the stone or the 
orick forming the footings and lower course of the wall 
^p to the ground leveL As much of the concrete should 
^ mixed as can be used at a time, as it has a tendency 
to " set *' soon. 

These methods now described, the reader will ob- 
serve, have reference to the preventing of the damp 
which rises up th^ walls of the house from the moisture 
in the soil upon which the house stands, but do not 
touch the reid root of the evil, which lies in the soil. 
It is by no means easy to prevent damp from rising from 
the soil to the house ; it is a much easier thing to 
prevent moisture (the cause of the damp) from lodging 
and remaining in the soil, and it is worth knowing that 
it is. so. If it had been known earlier, and when known 
acted upon, the number of damp houses would be 
much less than it is now. Let the site of the house — 
and the larger the area operated upon the better — be 
drained precisely after the fashion a field is drained, and 
there will be little moisture in the soil from which 
damp can arise. Let the whole area be surrounded 
by catch drains, and the area in the direction of its 
length or breadth, according to the fall or inclination of 
the ground, be divided into squares by parallel drains, all 
of which discharge their contents in the main drain lead- 
ing to the outfalL We need scarcely say thai the drains 
shoold be placed deep, not less in heavy soils than 4 ft. 
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6 in. The drdim, or rather the trenches, may be fi! 
up nith stones if these be plentiful, or, better s 
with the field drain tube. 

In Fig. ], we illustrate the principal points emboi 
in our remarks from the "Field," as before given, 
the walla; 6 6 the coacrete which is placed beneath 
footings, cc; and which also extend up on either aid 
the walla to the height of the ground level, d d. 
house will be all the more likelj to be free i 
damp, if the concrete is extended from wall to wa 
at e e, below the flooring joints, //. The drains 
earrjing off the wet from the soil of the site are sh 




at 7 g ij. These drains should be dcep,sn that thorc 
drainage of the site may be secured. Tliey shouh 
placed some distance below the foundation. If place 
a little only below the level of this, they will be of 1 
service in withdrawing the moisture from the soil. 
not enough to surround the site of the house with dn 
but they should lead across or along it, accordinj 
the declivity of the soil, the cross or longitud 
'rains leading into the draina surrounding the 
1 these again leading into the principal catch di 
ood elevation of the site, which we have already) 
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commended, greatly assists the drainage. It is perhaps 

scarcely necessary to remind the reader that the site 

drains are the same as field drains for farm land, and 

laid down in the same way, that is, with the open joints, 

in order to admit the water from the soil which is led 

off by the sloping drains as soon as this collects ; in this 

respect they act in one way precisely opposite to drains 

for carrying off the sewage of a house, which, as will be 

afterwards shown, must be impermeable. 

We must now point out the importance of raising 
the ground floor of all houses a height of at least two 
steps, as at A in Fig. 1. This is a precaution which 
is strangely neglected in some parts of the country, more 
especially in Scotland. A house should be always gone 



Fig. 2. 




up to, never entered at once from the ground level, or 
what is worse — as is too often seen — descended to from 
it. A mere glance at the sketch in Fig. 1, where the 
floor joists are well raised up from the ground soil i ^, 
and those in Fio:. 2, where the joists a a are quite close 
to the soil 6, will show the difference which must be be- 
tween the two houses in point of freedom from damp. 
The evil in Fig. 2 is attempted — but not always — to be 
cured by filling in the space c c with ashes — often only 
well-rammed soil — but it still remains. Another advant- 
age obtained by having the floor well above the soil is, 
that a free circulation of air is admitted beneath the 
joists 5 5, as in Fig. 1, this being better secured by the 
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jy Known as dampness, and which is best 
ts peculiar odour ; so that we say — and say 
3 " smells damp." It is a condition which 
and also all animal and vegetable matter 
lying under the flooring timbers of a bouse, 
3 of which dampness may be called a slow 
Hence the necessity of getting rid of this 
pness by free ventilation ; hence, also, the 
jtting rid of all matter likely to decompose 
bers of a house. People have little concep- 
dition of the soil under some of their floors. 
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are now often built hollow, or with a cavity, as illus- 
trated in Fig. 4, in which a is the cavity or hollow 
Bpace. This mode of building is largely on the increase, 
as it tends to prevent damp from entering from the out- 
side wall 6, or the inside wall c. Hollow bricks, as in 
Fig. 5, are also now used for the same purpose. But it 
is obvious that, unless the soil be free from moisture^ 
the damp will rise up in walls built hollow, as in Fig. 4, 
or with hollow bricks, as in Fig. 5, affecting the whole 
mass more or less, although it will not so quickly pene- 
trate through it, as in the case of walls built solid 
throughout. The only true remedy is, first, the com- 
plete drainage of the soil in which the house stands, and 
the use of concrete. To cellar the whole or part of the 
house under — as is done almost universally in Lan- 
cashire — is also an excellent means of keeping a house 
dry. As cures for houses already damp, many plans 
are offered to the public notice. Some recommend the 
Walls to be papered with tarred or otherwise prepared 
paper ; others, with felt ; and others, again, with certain 
compositions said to be damp-proof. Nearly all of these 
fail more or less, some utterly; they all no doubt at 
irst give the appearance of success, but time soon shows 
'heir weak point. By far the best material to cure 
f * damp wall with which we have met, is Desachy's 
fibrous Plaster, made by Messrs G. Jackson & Son, 49 
"^thbone Place, London. We have known this to suc- 
ceed when all other plans had failed in preventing the 
^*inp coming through from a thoroughly damp waU. 
-*-*ie MecJianics* Magaziney in an article in a recent 
^mber, speaks in the highest terms of a material to 
't or paint surface of walls to prevent damp, and also 
cure the stone, brick, etc., from the deleterious effects 
' atmosphere externally. The substance is known 
*) Impenetrable Solution," and is made by Messrs 
\ Co., of Alton, Hants. We have had no per- 
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flonal experience of this substance ; but, from the terms 
in whidi the author of tke paper above alluded to 
speaks of it, it may be tried with considerable chances 
of success. 

Dr Letheby, in the paper already referred to, pointed 
out the influence of the character of the material em- 
ployed in the construction of walls upon the health of 
the inmates of the house, alluding particularly to the 
evils arising from the use of a porous stone, which not 
only takes up damp, but also absorbs effluvide, which 
being again given out, act injuriously upon the health 
of the inmates of the house. If bricks be used, care 
should be taken to have them of the best quality, hard, 
and well burnt. A good brick is a healthier material 
than the generality of stone employed for building. 
It is by no means so porous as, and therefore is less 
affected by, damp than stone; and the surface, when 
wetted by thorough rains, dries much quicker. We 
are aware this is all counter to received opinions in 
districts where stone is habitually used ; nevertheless, 
it would be a comparatively easy task, were this the 
place for it, to prove the superiority of brick as build- 
ing material, even in other respects than those above 
named. 

We now offer a few brief remarks upon some points 
closely affecting the healthy arrangement and construc- 
tion of dwelling-houses. And first, as to light. It is 
only of late that a good supply of light to houses has 
been recognised as an important sanitary agent. Each 
apartment should, therefore, have large window lights. 
A well-lighted apartment is not only healthier than a dark 
one, but it is cleaner, or rather we should say, it is more 
likely to be kept clean. Dirt flies the approach of 
light ; let the light therefore be ample, that every corner 
of the apartment be displayed, so that the excuse, too 
often given, cannot be held true, that the dirt was nut 

D 
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seen. It may not be true that a light room is always 
clean, but it is pretty nearly true, in fact, that a dark 
room is always a dirty one. Even the most indifferent 
housewife does not like to see dirt and dust lying about, 
if it is easily seen; but the same housewife will easily 
allow dust to lie that she knows is there, but which, not 
being seen, does not offend the eye, and be to her a per- 
petual protest against its presence. The presence of dust 
in a house is not only unpleasing to the eye, but it is the 
cause of unhealthiness. The recent researches of a well- 
known savant into the composition of the dust floating in 
every, even the cleanest and purest atmosphere we have 
in our houses, will recur to the reader. Dust floating 
about the atmosphere of a house cannot be a healthy 
thing, more especially when we remember the foul mate- 
rials from which it is often, we may say always, generated. 
An excellent contrivance for preventing the dust in a 
room in which there is a fire-place becoming a source 
of annoyance, is the " dust-draught," illustrated in Fig. 
6. This is arranged so as to take advantage of the 
upward draught met with in all chimney flues {see next 
chapter, on Ventilation), and consists of a tube or flue 
d, built or formed in the back wall, c c, of the fire- 
place, of which part is shown at h. The lower part of 
this opens on to the back, in a line with the face of the 
hearth-stone a, and is led up at c c the back wall of 
chimney c c for some distance above the grate, and 
then is returned and issues into the chimney flue at /. 
All dust created by stirring the fire or sweeping the 
hearth, or even the floor in the neighbourhood of the 
liearth, is immediately caught up by the current, led up 
the flue c c, delivered by the opening / into the chimney 
flue, and carried finally into the atmosphere. This is no 
mere suggestive plan ; it has been used for years practi- 
cally, and is now in daily use in hundreds of houses ; and 
few in the county of Lancashire are without it We 
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strongly recommend its adoption in houses about to be 
built. The plan may be adopted in houses already built 
by using a metal pipe, letting this partly into the back 
wall of chimney flue c c, Fig. 6. In conjunction with 
this we would also recommend the " ash grid " to be 
adopted, especially in kitchens and in the living rooms 

Fig. 6. 




of cottages. This is illustrated in Fig. 7, and in its 
simple form is a metal grating c c, flush with tlie 
surface of the hearthstone, fitting into the upper part of 
a small well-hole, c c. When the ashes and cinders are 
moved to and fro with the shovel, the ashes fall into the 
well-hole c c, and the cinders are left in the grating, 
from which they may be removed and added to the fire. 
It is a cleanly, economical contrivance, and wherever it 
forms part of the fittings of a house, it is valued highly 
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by the housewife. If the kitchen is cellared under, it ^ ^^ 
usual to send the ashes down to the cellar by a specie* 
flue communicating with the grate opening at b h. 



Fig. 7. 




One word as to the bedrooms of a house. Let them be 
the largest and airiest rooms in the house. In the desire 
to have fine entertaining drawing-rooms and dining-rooms, 
the dimensions of bedrooms are too frequently sacri- 
ficed. Let it be remembered, that we use the bedroom 
most of any other room in the house. We do not 
despise a handsome drawing-room or a spacious dining- 
room, but we like a large, healthy bedroom. We are 
quite against the use of confined dark closets as bedrooms. 
They cannot be, and are not healthy. Many a severe 
cold is got by those whose business takes them out at 
an early hour in the morning without breakfast, or at 
least a proper one, at which time has been more or less 
leisurely spent in the freer atmosphere of a sitting room, 
by rushing out immediately after dressing, from sleeping 
for hours in a closet, into the cold raw air of a wintry 
morning. Workmen and others cannot help themselves, 
unfortunately, in this respect ; but we must express 
surprise at those who " command the service of a heavy 
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Pjirse," spending one part of their evenings in a fine 
^itiing-room or drawing-room, of handsome and lofty 
^imensions, and thereafter rushing off to spend many 
*^our8 in a small confined room, or, worse still, in a bed- 
^*oset ! And yet in how many fine houses is this done 

-must be done — as they are planned ] While on this 
Subject, one word also as to the sleeping-places of ser- 
vants. They are too often a disgrace to humanity. 
Shoved up to the slates, or sunk down to the cellar, 
they are utterly unfit, in many cases, for human habita- 
tion, and are often not so well arranged and fitted up as 
the master s dog-kennel. 

We now take up the subject of dwellings for the 
labouring classes as one of great importance, and to 
which a marked prominence has been given of late years 
ia the discussions of sanitary matters, which have occupied 
the attention of the legislature, learned societies, and 
other bodies interested in the welfare of the people. So 
much has been written and said in connection with the 
subject, and so well known, therefore, are the general 
features of the evils connected with their dwelling-places, 
and of the localities inhabited by our labouring classes, 
that space need not be here taken up with details on 
this at best painful and disagreeable subject, and to 
which we have already sufficiently alluded. Nationally, 
we know enough, in one sense too much of the evils of 
this department of our social economy ; what is to be 
done now, is to remedy them ; but how this is to be done, 
generally and efficiently, puzzles the wisest heads amongst 
us, and affords a problem in our social life which is 
exceedingly difficult to solve, if indeed the present and 
next generation can have any reasonable hope that it will 
in their time be solved at all. Much, doubtless, has been 
done, but what has been done to remedy the evils existing 
in connection with it is as nothing to what remains yet 
to be effected. The efforts made to remedy the evils have 
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been only isolated ones, here and there met with, not by 
any means general. Spasmodic efforts may have also 
been made, for it is a remarkable peculiarity of us as a 
people, that we have periodic fits of a real desire to 
get rid of evils surrounding us ; or perhaps it may be 
more fairly put, as it has been put, of fear for their 
results to ourselves. Hence come also periodic fits of 
energy — whole districts are influenced with a desire to 
" sweep these evils off the face of the earth ; " but then 
come calmer considerations, and the matter drops gradu- 
ally out of sight, and the evils go on as before, or worse 
than before. 

On a subject so confessedly difficult to deal with, and 
so many-sided in its aspects, it is impossible, within the 
brief limits at our disposal, to do more than glance at 
some of the leading points of the subject ; nor is more 
necessary, as our work does not concern itself with details 
of a purely technical, but with those only of a general, 
character, bearing upon the health and comfort of those 
who are to live in the houses. 

Much of what has been already said with reference to 
site, soil of the site, prevention of damp, etc., etc., as con- 
nected with houses of a superior class, is obviously applic- 
able to those designed for the labouring classes. What 
has been there recommended may be objected to on the 
ground of expense; but with this we have nothing to 
do. It is our duty to point out what we conceive to be 
essential to health, leaving to others the responsibility of 
refusing to carry the requirements out because they cost 
money. The arrangements relating to comfort and con- 
veiuence may be dispensed with in the houses of our 
^bourers, but they have a right to demand that those 
••elating to health should be strictly carried out. A damp 

Ul! example, cannot be otherwise than an im- 

y one, whether it be inhabited by a poor man or a 

""© ; and if our talk about providing healthy houses 
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for the labouring classes be anything more than mere 
talk, it is our duty to see that all proper measures be taken 
to secure healthy arrangements in them. Plans may, 
however, be modified more or less, according to circum- 
stances, and much efficiency may be obtained by carrying 
them out on a less costly scale than if designed for more 
expensive structures. 

As regards the locality of the site, there is, in the 
majority of towns, no great choice ; but all efforts should 
be made to have, if possible, the houses built away from 
the neighbourhood of those which are notoriously de- 
fective in sanitary arrangements, or inhabited by the 
depraved and the degenerated. We need not dwell on 
the importance of this, enough having been said in the 
first chapter to indicate the bad effects of sights and 
sounds of wretchedness in physical, and of degradation 
in moral, life. We hope to see the time when houses 
for the labouring population are well ordered in the 
matter of locality, as well as in that of healthy con- 
struction. 

A great deal has been written on the point of building 
houses in rows and streets. There can be no doubt that 
what many authorities maintain is true, that the " row," 
or street system, is productive of bad social results, and 
that isolated cottages, each with its " bit of garden," are 
the best, from every point of view, both physical and 
moral. But we are a long way from realising this dream 
of philanthropy. We cannot, under present circumstances, 
— ^aud they are likely to be the circumstances of several 
generations — dispense with the row or street system ; but 
it is open to us to see that the best is made of it. The 
rows should obviously be so placed with relation to each 
other, that abundance of light and air be given to all the 
houses in each row. The blocks should be so designed 
that the accommodation of each house should be given 
with as little depth as possible, and so that a free ventila- 
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tion be secured from front to back, or, rather, through 
and through the house. No central space blocked up 
from all ready access to air and light should be permitted, 
as is too often met with in the arrangement of street 
houses, especially in the northern parts of the kingdom. 
In connection with this point, it is an exceedingly sug- 
gestive circumstance, that while so much is being said 
as to the importance of providing healthy houses for the 
labouring classes of our towns, the municipal regulations 
of some of them are such, that they actually prevent 
healthy houses being built. A noted case in point was 
met with in a large and wealthy town in the north of 
England. A certain plot of land was to be laid out for 
the erection of labourer's houses, and the plans prepared 
by the town engineer were lauded by all as undeniably 
well adapted to give the most healthy arrangement 
to the blocks to be raised ; but it was found that the 
j)lans "contravened the municipal building arrangements." 
We cannot find space to go into the history of the matter, 
but the point involved in it is so important that we deem 
it likely to serve a useful purpose by giving here an ex- 
tract from a pamphlet written on the subject by one of 
the architects of the town in question. After pointing 
out that building regulations often hamper designs, and 
that when they have been complied with, the result 
obtained is precisely that which proper regulations would 
have prevented, the author goes on to say : 

" But it is, as has been already said, much easier to 

find fault with present regulations than to suggest better ; 

and it would be presumptuous to do more than indicate 

the direction in which they should aim. At present, 

they insist on a certain width of street in proportion to 

the licight of the houses. This has given us a town like 

' Ian Chester, with acres of streets in dreary sameness with 

agnant air. "Would it not be better to encourage 

riety in planning, narrower streets, opening out into 
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"wider spaces and squares, where the difference in tem- 
perature between the wider spaces exposed to the sun 
might draw the air from the narrower streets, causing 
draughts and movements of the atmosphere ? It is clear 
that streets might be built closer and higher, if their ends 
opened out on parks and greens, without harming their 
ventilation, thaii if they were extended for square miles 
of regolarly disposed street, and court, and house, 
though only two storeys high. This might be accom- 
plished by fixing the proportion of space left open to 
ground built on, permitting builders to arrange their 
blocks as they liked, subject to conditions, of which the 
most important would be one which present building acts 
ignore, that there should be no stop-gaps to the circula- 
tion of the air, no dwelling-rooms opening out into wells 
or small courts, in which there is no through current. 
Such an arrangement might be difficult to adjust to work 
fairly. ■ It would have a tendency to raise the value of 
property near public open spaces, which, however, is not 
unreasonable ; and it might necessitate power on the part 
of the corporation to decide how streets should be laid off 
on private property, so that where one man had commenced 
a street it should not be blocked up by his neighbour, as 
happens in some of our English towns. But we doubt 
not, legal acumen could frame a regulation which would 
secure the desired result directly, instead of the present 
roundabout attempt at it, which provides streets of a cer- 
tain width at every part, and yards of a certain size 
attached to every house, which does not always secure 
ventilation ; and, though a good thing in some circum- 
stances, is often unjustifiable waste. Again, it is obvious 
that in a short street, if it opens into wider streets, tlie 
house may be made high, and the width confined, with- 
out the injury to its ventilation, which would ensue if it 
were longer; so that there would be more reason in 
municipal regulations if they made the height of the 
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ever small comparatively, we conceive to be an essential 
part of every labouring man's house. The more free from 
the annoyances which are unavoidably attendant upon 
housewife work the living-room or kitchen is, the better 
will the husband like it. Domestic work is not liked by 
men, especially that " black beast " of every house, the 
washing. A scullery admits of much being done whicfi, 
if done in the kitchen, makes that uncomfortable, and 
brings about the marked contrast which it offers to the 
comforts of the public-house parlour, to which, be it re- 
membered, many a working man flies, not because he is 
a drunkard^ but because he finds attractions there in the 
way of a warm, dean, and generally well-ordered room, 
which he does not find at home. Cupboards or presses 
should be given, and as many as possible. A great deal 
of the nous of an architect is shown in the manner in 
which he gets conveniences of this sort in planning the 
lioose. Without them it is not easy for order to be kept 
in a house. If everything should be in its place, it is 
clear that there should be a place for everything. The 
room should be well lighted, and so placed with relation to 
doors that a thorough draught through the house may be 
established from time to time, the only mode of ventila- 
tion which in many houses is open for use. {See Chap- 
ter III., on Ventilation.) In laying out a building plot, 
space should be left for drying-places for clothes, and, if 
possible, small garden plots. The general idea seems to 
be, that the plot should be wholly built upon, forgetful of 
the true rule that the size of the building should bear a 
due proportion to the space upon which it stands. If 
this is attended to, there will always be space left for the 
purposes above named. It does not form part of the 
Bclieme of this work to enter into the question of plan- 
ning with all its details, but we may venture the 
remark that, as a rule, planning is an art too much 
neglected. If it were studied more than it is, there can be 
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no doubt of this, that we should have more numerous 
examples around us of houses having the maximum of 
conveniences and comforts at the minimum of cost. To 
those interested in what has been done by public bodies 
in connection with the establishment of labourers* jiouses 
in towns and their neighbourhoods, we would refer to 
their published reports, and to the pretty numerous 
works written on the subject. 

Before concluding our remarks upon town houses for 
labourers, we would draw attention to the field of use- 
fulness which lies before philanthropic bodies and indi- 
viduals in repairing and altering old houses. While 
rejoicing at all attempts to institute a new order of house 
erection for the poorer classes, we think that in the reno- 
vation and restoration of old houses there is an exceed- 
ingly wide field, which calls for the exertions of the philan- 
throi)ist and will repay the speculation of the capitalist. 
That the former is true, few, we think, will be disposed to 
deny ; but some may be sceptical as to the latter — ^that 
such a plan of operation will do good all may agree, that 
it will pay, some may deny. We purpose, therefore, to 
show huw the plan of renovating old houses, to make 
them fit for living in, may pay a fair interest for the 
money expended. This we cannot do better than give a 
practical example in a brief story about an old house. 

There might be seen at almost any hour in front of 
it, in the broad glare of day as in more congenial dark- 
ness, a restless knot of men and women, clustering on 
the dirty pavement, and moving round the dark en- 
trance of a passage to the depths beyond. If the 
spectator stood long enough to gaze, the knot would 
now and then become more restless than before, and in 
tlie air might be seen the uplifted hands of combatants, 
and across the space which separated him from the heav- 
ing mass, would come the oaths of hardened men and the 
shrieks of no less hardened women. This part of the 
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street was at all times the dread of the quiet passer bv, 
and it was hard to say whether the obscene jokes which 
in their peaceful moments they bandied about, were more 
jarring to the ear than the screams and angry oaths when 
a war took place. Mustering up his courage, we suppose 
the spectator to cross the street, and working his way 
through the knot of savage men and women —fit indica- 
tion without of the state of matters within — ^he passes up 
the dark and filthy passage, bending as he goes to avoid 
contact with the low overhanging roof above, and feeling 
the unmentionable filth beneath ; and, at last emerging 
from the dark and noisome place, to let his eyes rest on 
a mingled mass of rotting houses, of garbage foul and 
wretchedness extreme, which the light of day makes all . 
the more hideous and revolting. Darkness would at 
least shut out to one sense the horrors of the place. From 
left to right, and all around, a mass of filth and pollution 
of every kind meets the eye, sending up its pestilential 
steam, as if in mockery of the patch of blue sky seen 
overhead between the masses of decaying building, telling 
of brighter scenes and purer air. On one side a building, 
the walls evidently in the last stage of decomposition, 
meets the eye — ^the clouds of smoke rushing through the 
apertures of glassless windows to meet the noisome air 
of the yard without, telling of the wretchedness within. 
On the right some wretched cellars, into which the light 
of day never enters, but the habitations of poor wretches, 
whose half-naked children, playing about the doors, give 
evidence of their condition. Further up in this sea of 
dirt, picking his way by what may be termed islands of 
more solid filth, the spectator comes in sight of some 
ricketty, tumble-down stairs, leading by a dangerous path 
to .the storeys above, and beneath which arfe masses of 
filth unnameable. Working courageously his way, the 
visitor passes another ruin, from the open door of which 
issues Uie steam of cattle, telling of another phase in this 
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twelve months ago the floor of that room consisted 
of cold wet mud, affording nourishment to Irish filth and 
squalor in all its luxuriance. Never shall we forget," he 
continues, '' the contrast between sitting beside the com- 
fortable fire, with a bowl of excellent soup and a num- 
ber of the Illustrated London News before us, and the 
recollection of having a few months ago, on the very spot 
where we were then sitting, stumbled, amid the darkness 
of that horrid cellar, over a wretched woman in the last 
stage of consumption. She was lying on the floor in a few 
ragSy and surrounded with pools of water, the essence of 
the polluted close, which had run down the steps and 
lodged on the uneven and already saturated floor." The 
second feature in the scheme is the " renovated dwelling- 
houses" for the working classes, with water, gas, water- 
closet, and bleaching green. The houses are nine in 
number, and are situated in the front house. There are 
three houses at a rent of £8, 10s., consisting of two 
rooms and a kitchen, bed closet, and coal closet. These 
look to the street. The other six look to the back, and 
consist of two rooms and a coal closet. All the sleeping 
apartments are well ventilated. The rents of the two 
small houses are £4 for the lower storeys, and £«S for 
the upper. Each tenement is provided with a water 
closet. On examining the condition of the old houses, 
"their dilapidated appearance was so apparently irre- 
mediable,'' that the proprietor never contemplated their 
renovation, but at once took estimates for their removal, 
and the building of a better class of houses on the site. 
The cost of this was given at £400. This being a much 
larger sum than would have been necessary for the build- 
ing of a similar house in an open space, a close exa- 
mination was instituted, to see whether, after all, reno- 
Tation were practicable. Having consulted practical men, 
the proprietor proceeded to remove the whole interior, 
alter the height of the floors, and, in fact, renew the 
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interior in every respect. The expense of this was as 
follows : — 



Masons' work £54 

Cariienters* ditto 117 

Plumbers' ditto 24 

Slaters' ditto 5 



Lathing & plastering £33 
Sundries 13 



Total. 



£247 



The rental amounts to .£35, showing a return of 31 
per cent., including the original value of this renovated 
portion, £70. The following is a comparative return 
between building the new house and renovating the old 
one : — 



Cost of new house.. £350 

Kent of ditto 35 

Per centage. 9|. 



Cost of old house. . . £247 

Rent of ditto 35 

Per centaga, 14. 



Tt is right, however, to mention that had the house 
been built anew increased accommodation would have 
produced a rental of £40, showing a return of 10 per 
cent. On the other hand, the peculiarities of the old 
house rendered a larger outlay necessary than under other 
circumstances might have been the case. Here, then, we 
have homes fitted up with every convenience, yielding a 
return quite equal to that of dwellings of the most ordi- 
nary description, and in point of accommodation every 
way superior. We are glad to say that this plan of 
making defective old houses into good ones is rapidly 
spreading in our large towns. In London there are 
some marked examples, showing how successfully the 
system has been carried out. 

We now come to the subject of cottages for the labour- 
ing classes in rural districts. From what we have 
said in the first chapter, the reader will have gathered 
that there is ample scope in this direction for the exer- 
tions of the philanthropist and the sanitary reformer. But 
it is only right to state that, as a rule, more has been done 
in erecting a better class of cottages for the labouring 
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classes of the rural districts, than has been done in erecting 
houses for the same class in the towns of the kingdom. 
But notwithstanding what has been done, a vast deal yet 
remains to be done before it can be said that the labouring 
classes are well housed in the rural districts. But it is 
somewhat unsatisfactory to know that of what has been 
done, it would have been better for the sanitary movement 
in this direction, had much of it not been done at all. For, 
as we have elsewhere remarked, in one of the leading 
journals, while describing this subject— "As in many 
things extremes meet, so in this matter of cottage reform, 
landlords, from the period of giving labourers nothing in 
the way of good healthy accommodation, rushed into 
an opposite extreme of giving them too much. And 
this arose from bringing to bear upon the question a 
standard which had really little or no connection with 
the matter, viz., the standard of wants and tastes of 
landlords rather than that of the labourers. Many ven- 
tured wildly into cottage planning — would that all of 
them had stopped at that stage — and cottage building, 
without ever asking the question or having it asked for 
them, what are the habits, tastes, and modes of living, 
and what consequently are the wants and necessities of 
the class for whom we are about to build ? The habits, 
tastes, and mode of living of the labouring classes — be 
they right or be they wrong, and that is not the question 
we have at present to concern ourselves with — are not 
those of the class or classes who have larger or deeper 
purses, and wider wishes and aims in life. Hence, judging 
by this false standard so set up, cottages of or for labour- 
ing men were deemed to be — under the new philanthropic 
regime — structures, in which accommodation and fittings 
were necessary, which, if a more judicious and correct 
standard had been taken, would at once have been seen 
to be anything but necessary, quite indeed in the opposite 
direction. What was wanted was the cottages with only 

£ 
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the accommodation required, and the style and kind of 
fittings wished for by the classes who were to inhabit them, 
designed and built so as to be comfortable and healthy. 
This was in truth the maximum of requirements ; but 
more, much more was thought of, and in a large majority 
of instances given, so that the expenses of erection were 
so high, that after a time men began to fear the outlay, 
and, as a consequence, a lull took place in the * steady 
desire of beneficent philanthropy.' Well, things for a 
period were left very much to run in the old groove of 
doing nothing. Again, a very insane feature was allowed 
to characterise the cottage improvement question, namely, 
the adoption of a rigid — a Procrustean — ^rule, by which 
the circumstances of the labourer had to square them- 
selves to the accommodation given in his cottage, not the 
accommodation squaring itself to the circumstances of the 
labourer. Those who are intimate with the literature of 
the press and the platform utterances in connection with 
this question, will remember how gravely on almost 
every occasion where these utterances were delivered, it 
was propounded that in every cottage the * least acorn- 
modation necessary was a living-room and wash-house, 
a scullery and three bedrooms;* and to prove the 
necessity of this rule, unvarying in its application, very 
stirring statements were made, showing the evils arising 
from overcrowding, from sons and daughters sleeping in 
the same room together, or, what was worse, in the same 
room with their father and mother. Now, these evils no 
one wished to dispute, as we do not wish to dispute them 
now ; but the question, and apparently a very common 
sense one, was never asked : Do the cases for which we 
Ttend to build come within the categoiy where these 
*ls can exist? What if the cottage is to be in-, 
ted by labourers who have no family? What are 
1 do with the plethora of apartments ? A very little 
4«ation would have sufficed to show that such a 
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Tole deciding what accommodation was wanted in a honse 
never was applied, never could have been carried out in 
a paying direction, in the homes of other classes ; in these 
the accommodation has reference to the size of the family, 
or it may be stated the converse way. Cottages mth 
varying accommodation should have been the rule from 
the beginning of the agitation on reform ; and because 
it was not the rule, expenses were gone into which 
tended very generally to convey the idea that cottage 
building was not, and could not be, a paying concern ; 
and wMch, therefore, operated strongly as a deterring 
cause in the case of those who otherwise might have gone 
into the matter practically. . No doubt there are those 
who have all along maintained, and still maintain, that 
the building of good healthy cottages must not be dealt 
with only, if at all, on paying, but on purely philanthropic, 
or if not philanthropic, upon prudential considerations. 
Now, while not by any means ignoring the value of such 
considerations, it is of no use to put out of court those 
connected with the paying capabilities of cottages. The 
wish to make them pay is perfectly legitimate, and does 
not of necessity preclude the wish to give place to phil- 
anthropic consideration. Patriotism and philanthropy 
are all very well, and we should be the last to say any- 
thing to the contrary, ; but the purse will and ought to 
have its claims considered. The surest ground to tread 
npon in urging forward this important movement, will be 
that in which philanthropy and profit can both meet, and 
each find its wishes realised. And we are of those 
who believe that this sure ground can be got ; but it 
never will be got, if the dictates of prudence are lost 
sight of in the future, as we venture to say that they 
have been greatly lost sight of in the past. That they 
will not be lost sight of in the future we have some signs 
around us, as the whole subject is being viewed in a 
much more practical way. Men are beginning — if they 
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Lave not already in many instances l)egtin — ^to see that 
the questions are not, what would we, who are going to 
build cottages for our labourers, like 1 but, what would 
they for whom they are be to built like 1 not what is the 
standard of our habits and tastes ? but, what is the standard 
of theirs? — not that we follow rules, which somehow 
have been considered as good, we know not how or why, 
but whether these rules are in reality good 1 not what 
must we do what we wish to do, but we must do what 
is wanted. Let us not be misunderstood, in saying 
that one of the points to be considered is the standard 
of the tastes and habits of those for whom the cottages 
are to be built — we do not overlook the fact that tMs 
standard may be, and in point of fact is, lamentably low. 
What we mean is, that this standard is, in points that 
are right — as there are unmistakably points which are 
right — should be considered, and where it is wrong 
it should be modified." We see no reason to change the 
views which we held when we wrote the above some years 
since — every day, indeed, in connection with the present 
position of the question inclines us to believe that these 
views are correct. If more acted upon, improvement in the 
direction of giving good cottages to the labourers in rural 
districts will be much more rapid than it has hitherto been. 
Much of what has been said in the preceding para- 
graphs of this chapter, on the site and the arrangement 
and construction of houses in towns, applies to those 
houses in the country ; but a few remarks on points applic- 
able to the latter only, or chiefly, will be here necessary. 
And first, with reference to the water-closet. This we have 
no hesitation in saying should be outside, not necessarily 
far from the house, as at the bottom of a long garden, 
but outside ; and although we use the term w;a^er-closet, 
we mean this as a general term ; for we advocate the use 
of the old-fashioned privy for country cottages, and this, 
if for no other reason, that the difficulties attendant upon 
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tlie use of the closet in which water is used are so 
great in rural districts, that they cannot be easily, if at 
all, got over. A constant supply of water is not gene- 
rally at hand, and when this supply is intermittent, it 
may fail precisely at the moment it is required, and this 
failure is sure to bring about the very evils which the 
water-closet is supposed to provide against. The whole 
subject, however, will be gone fully into in a succeeding 
chapter. The privy should be placed in conjunction with 
the ash-pit, a communication being made between them, 
and the coal place and wood and lumber-store next the 
ash-pit. We tieed scarcely say that of course we advocate 
the giving of a garden-plot, however small, to each cottage 
in the country. We need not dilate upon the advantages 
derivable from this addition. These are both physical and 
moral, and will be obvious on consideration. In the garden- 
plot should be placed a small piggery and poultry-house. 
As regards the accommodation of the cottages, we have 
already indicated our views on this point sufficiently to 
state, that we advocate a due consideration of the pro- 
bable requirements in this direction of the parties who are 
to use them. The minimum accommodation will be a 
living room or kitchen, a scullery or wash-house, and a 
bed-room. We have a decided objection to bed-closets, 
and if used they should only be used when special means 
to ventilate them are made ; but it will be better for the 
health of the inmates of the cottages if they be " con- 
spicuous by their absence." This opinion is backed by that 
of able medical authorities ; and so important are the con- 
siderations which they urge, in a sanitary point of view, 
that we add here the important testimony of a well-known 
medical authority on this point : — " We are beginning to 
recover from the absurd plan of cramming our beds into 
small closets, in order that they might be out of sight and 
out of the way. Architects, a few years ago, seemed to 
think that the public rooms could not be too large, nor 
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the bed-rooms too small, provided only a dressing-closet 
was attached. A third part of the twenty-four hours we 
spend motionless, and exhaling the rankest and most 
foetid part of our cutaneous and pulmonary secretion in 
a small and confined bedroom, in order that we may 
shiver and starve in a large room during the rest of the 
day tbat we remain in the house. How often has the 
physician to regret the confined bedroom in which his 
patient is placed ! Often it is impossible to ventilate it 
by raising the window, without risking the full draught 
of cold air on his patient. I have more than once seen 
the convalescent from fever cut off by pneumonia, from 
being exposed to the currents of cold air from a window 
raised a little to refresh him, or to ventilate the room. 
Alcove beds are improper, from retaining the foul air ; 
the bed should stand in the middle of the room, and not 
in a corner, yet so as not to be in the draught from door 
to window or chimney." Another feature in the accom- 
modation required in a cottage, is the store-place required 
for provisions, and nothing so completely comes up to 
the standard of excellence required in a store-place as the 
dry cellars so commonly met with in Lancashire and the 
North of England. These*are there considered essential 
even to houses of the most ordinary description. They 
keep meat in a good state of preservation for a much 
longer time than can be done in pantries or meat-safes 
placed on the level of the ground-floor. Indeed, wher- 
ever their advantages have been experienced, they com- 
mend themselves at once to the common sense notions 
of housewives, who know the economical advantages 
obtained from a good provision store. 

The dimensions or sizes of the various apartments is a 
point of considerable importance. The difference in cost 
between a room that is so small and cramped that all 
the domestic work is carried on with difficulty, and one 
in which, while too large and unnecessary a space is 
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AToided, space sufficient is given to carry on all the work 
of the house with ease and comfort, is so small, that it 
should never be allowed to be taken into consideration. 
The least floor-surface given to the living room or kitchen, 
should be one hundred and forty-four feet : a room 
twelve by twelve feet will give this — a better proportion 
will then be fourteen by twelve. The placing of the door 
affects the size of the room very much, according to its 
position ; thus, if put in the centre of the side or end 
wall, it cuts up the space on each side of it, that little 
room is given for placing furniture ; but if placed in the 
comer, one large side space wiU be given. In closets, or 
small bedrooms, the doors should never be made to open 
into the smallest room, always into the largest room. The 
same rule holds with reference to doors of inside passages ; 
these should always open into the large room. The least 
floor-space for a bedroom is one hundred feet ; a room 
ten feet square will give this, or twelve by nine feet. 
The height of the rooms should not be less than nine feet 
from floor to ceiling. If the cottage is to contain larger 
accommodation than a living room or kitchen, one bed- 
room and scullery, say with two additional bedrooms, it 
should be built of two storeys. The bedrooms will thus be 
free from damp, warmer, and the cost of building will be 
less than giving all the accommodation in a single storey, 
as the roof will be less costly, the extra expense being in 
the walls only, and the roofing of these will be cheaper 
than a large roof to a one-storeyed cottage. As to attics, we 
should earnestly recommend builders to have nothing to do 
with them. They cost a great deal for the accommoda- 
tion they give, and are cold in winter and hot in summer. 
Next in importance to the building of new cottages, is 
the improvement of old ones. Indeed, it is questionable 
whether a more generally improved state of matters with 
reference to cottages would not be brought about more 
speedily by attending to the improvement of old rather 
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than the building of new cottages. As this could be 
effected at little cost, and the improvements rapidly 
carried out, attention would be more quickly drawn to 
the matter, and the advantages would be more obviously 
seen, of having arrangements calculated to secure the re- 
quirements at will of domestic comfort and social de- 
cency. " It is,'* says a writer in the Quarterly Review 
for April, ''at times a much greater kindness, and 
far more economical, to add to or repair an old house 
than to set up a bran new one. The special con- 
venience of tenants can thus be much better met, and we 
should not find, as is the case sometimes in model cot- 
tages, some poor old body mourning over the uselessness 
of a large, cold room, or the desolation of unoccupied 
bed-chambers. Every sort of accommodation, from one 
room to six, is needed for a village population. No one 
could be expected to erect new buildings to meet all those 
contingencies, but a considerate attention would easily 
find means of satisfying all reasonable requirements by 
repairing and altering existing houses." "We would 
give up," says the writer we have already quoted, " much 
of the regularity and triraness of a martinet village for 
marks of individual kindness and consideration. While 
new cottages built here and there take the place of those 
that are utterly decayed, we should like to see this cot- 
tage patched up for Widow Toogood, where she and her 
old man have lived for more than half a century ; that 
bedroom added for poor Tom Longleg's increasing family j 
that little shed knocked up for Jolter, the carrier; an 
extra bit of green allotted to Dame Twoshoes, who takes 
in the washing ; a little lean-to permitted next his son 
for old Master Creeper, who needs no house of his own, 
and cannot hobble up stairs. These things show the real 
personal superintendence of one who cares for the people 
^committed to his charge, and not the mere activity of an 
■»gent." 



CHAPTER m. 

THE VENTILATION AND HEATING OF HOUSESr 

It is to the ventilation of private and domestic struc- 
tures — ^these chiefly that we propose to direct the atten- 
tion of the reader. In doing so, we purpose explaining 
the methods which are generally in use, and which have 
been found more or less successful in operation, more by 
illustrations and brief practical descriptions than by ex- 
pLuning the theories on which they are founded. The 
history of the art abounds in much that is interesting and 
oseful, and the reader interested therein is referred to 
other works which treat specially thereon, as " Bernan^s 
History of Wanning and Ventilation.'* The atmosphere 
is composed of nitrogen (75^ per cent.) and oxygen 
(275th per cent.), the proportion being one of nitrogen 
to four of oxygen, with a small per-centage of carbonic 
acid gas. . There is another constituent of air made 
known by recent researches, and which is known as 
ozone— -discovered by Schonbein — and so called from its 
having a strong odour. In the opinion of some chemists, 
the evidence of the existence of this constituent in the 
atmosphere is slender, still more so as to its influence upon 
health. The air, when drawn into the lungs, gives out 
its oxygen, or life supporting principle, to the blood, 
while the carbonic acid gas and other impurities are given 
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carbon. The -combustion of these is produced by the 
combination of the carbon of the blood, with the oxygen 
of the air inhaled into the lungs. The only difference 
between the combustion of any noticeable kind, as that 
of a fire or candle, and the various component parts of 
the human body is, that in the latter the process is car- 
ried on much more slowly, yet not the less certainly/' 
The celebrated continental chemist — Liebig — estimates 
that fourteen ounces of charcoal are burned daily within 
the human body. The above theory is correct enough, 
yet it does not account for various phenomena observable 
in investigating the used air in houses For a long period 
chemists held that the constitution of the air in crowded 
towns differed very little from that in the country. The 
general feeling is opposed to this view, and its truth is 
evidenced by the researches of Dr Angus Smith on the 
air of towns, a gentleman who has contributed a large 
amount of practical facts on the subject of " Sanitation." 
These researches show that, in addition to the chemical 
change undergone by air which has passed through the 
process of respiration, there is another source of vitiation 
arising from the presence of an appreciable organic sub- 
stance of a poisonous kind. 

" The air," says Dr Smith, " has often been called a 
general receptacle all impurity ; nature has made it a 
universal purifier by giving it so large an amount of free 
oxygen. It is oxygen which purifies, and bodies which 
are impure have a tendency to volatilise, after which they 
become pure. 

" No doubt the air of a town contains a portion of all 
exhalations which arise in a town. These are such as 
come from living bodies in the first instance, exhalations 
which can never be got rid of, but which it is probable 
are not at all dangerous, unless accumulated. There are 
also exhalations from the refuse matter of animals and from 
combustion of fuel. These are the chief points. Various 
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manufactures give out various effluvia, and no man that 
has walked through a large town with attention can 
have failed to perceive that no street is entirely free 
from effluvia, and that every one seems to have a pecu- 
liarity of its own. 

'' The smell is a delicate guide to this, and although 
custom causes us to forget that odour to which we are 
much exposed, a frequent change gives us still more 
acuteness, and both houses and streets may fairly be 
complained of when the inhabitants are little aware of it. 

" That animals constantly give out a quantity of solid 
organic matter from the lungs, may easily be proved by 
breathing through a tube into a bottle, when the liquid, 
or condensed breath, will be collected at the bottom of 
the bottle ; or by breathing through a tube into water, 
when a solution of the same substance will be found in 
the water. This would scarcely require proof if we con- 
sidered that breath so frequently has an organic smell ; 
perhaps, rather, it always has an organic smell, and when 
it is bad, the smell is often offensive, containing decom- 
posing organic matter. 

" If this condensed breath be put on a piece of pla- 
tinum, or on a piece of white porcelain, and burnt, the 
charcoal which remains, and the smell of organic matter, 
will be conclusive. If it be allowed to stand for a few 
days (about a week is enough), it will then show itself 
more decidedly by becoming the abode of small animals. 
These are rather to be styled animalcules, and very small 
ones certainly, unless a considerable quantity of liquid 
be obtained ; they may be seen with a good microscope. 
Animalcules are now generally believed to come from the 
atmosphere, and deposit themselves on convenient feeding 
places, that is, they only appear where there is food or 
materials for their growth, and they prove, of course, the 
existence of that continuation of elements necessary for 
organic life. At the same time, their presence is a proof 
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of deccanpofling matter, as their production is one of the 
▼arious ways in which organised structure may be broken 
up. Sach liquid must, of course, be an injurious sub- 
stance, giving out constantly vapours of an unwholesome 
kind," 

That the deterioration of the air in apartments in 
which human beings are present, by the exhalation from 
their bodies alone, must be considerable, is evident from 
the fact, that about an ounce-and-a-half of aqueous vapour 
is passed off per hour from the lungs and skin of each 
individual on an average, and the whole of this nearly is 
of an unwholesome character. This is made evident to 
the sense of smell, the odour being particularly disagree- 
able ; and this all the more marked if the individuals are 
not in a healthy condition. This increased mal-odour 
arising from the unhealthy condition of the individual is 
well known to medical men, some diseases, as that of 
small-pox, having odours almost, if not altogether, pecu- 
liar to them. The ounce-and-a-half of aqueous vapour 
given off by the lungs and skin of one individual is suffi- 
cient to saturate three hundred and sixty-six cubic feet 
when the temperature of the air is 66^, and when this 
comes in contact with colder surfaces, as walls, doors, 
windows, this is precipitated, and water trickles down 
their surfaces. The condition in which this water is, has 
been already indicated in the matter already quoted, 'as 
given by Dr Angus. 

Air in apartments is also deteriorated by the com- 
bastion of gas and of candles. The gas-lights may vary 
much in the quantity of gas they consume, but each 
jet has been set down as consuming more air and 
deteriorating it than a man, a candle being equal, or 
thereabouts, to one man. These estimates are, however, 
excessive, although it is better to err on the safe side. No 
doubt the noxious exhalations from these are chemical, 
not organic, but they nevertheless tend materially to con- 
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taminate tlie air of the room in whicli they are consumed. 
Further, the air in dwelling-houses is contaminated by 
exhalations from drains and sewers, and frequently from 
decaying organic matter left carelessly under the floors, 
and from damp walls and floors, and sometimes from the 
decomposing bodies of vermin which have died — often by 
the effects of poison — and which remain in the crevices 
of the floors, walls, or partitions. The sources, then, of 
contamination in the atmosphere of our houses are not 
few, and all of them are too prolific of eviL 

Nor does the evil cease in all cases, by the mere 
withdrawal of the foul air from the interior of our apart- 
ments and the supplying thereto fresh air — so called 
— from the external atmosphere. For that, although 
called "fresh" — meaning thereby pure, for the terms 
are generally used as sjmonymous — is not always pure, 
but often the reverse of this. This holds more particu- 
larly true of the air of our manufacturing towns, which is 
contaminated by the emanations from factories and work- 
shops of various kinds. Some of those are deemed to 
be particularly noxious on account of their disagreeable 
odour, so bad indeed as to create sickness in some when 
inhaled. But it is not always the worst-smelling air 
that is the most noxious ; often indeed the most deadly 
ofi'end the sense of smell the least, so that the air 
of a neighbourhood may be deteriorated to a much 
greater degree by the emanations of a factory which does 
not smell so badly as those from another, but which, 
from their bad odour, may have the worst reputation. 
Under the auspices of inspectors appointed by Govern- 
ment to see to the carrying out of the provisions of cer- 
tain Acts of Parliament relating chiefly to chemical works, 
a variety of experiments have been made to test the im- 
purities imparted to the atmosphere by the emanations 
from industrial processes. These tests have been made 
by examining the quality of the rain-water in the dis- 
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tiictB in which, these are carried on to a large extent, the 
impurities being taken up by the water, and thus pre- 
sented in a form very easily examined. The result of 
the examinations made, we may here state broadly, was, 
that the air is greatly polluted by the emanations from 
chemical works; thus, in a gallon of rain-water taken 
from near a chemical work, no fewer than five grains of 
sulphuric add were obtained. But the air is polluted 
greatly by emanations other than those from chemical 
workSy notoriously, the smoke of factory chimneys. Coal 
used in the manufacturing districts contain more than 
one-and-a-third per cent, of sulphur, and the '^ produce 
from such coal is injurious to plants, and if to plants, 
surely to animals also.'' One hundred cubic feet of black 
smoke was found to contain tbirty-three and a-half grains 
of sulphurous add — ^the product of the sulphur in the 
coal ; but as evidence of the waste going on by the pro- 
duction of smoke in the way so unpleasantly familiar to 
the dwellers in the regions of ^Hhe chaos of eternal 
smoke," we may state that the same number of cubic feet 
of black smoke contained no fewer than eighteen and a 
half grains of soot. But besides the sulphurous acid, 
this smoke contains other gases — as carbonic, oxide, hy- 
dro-carbon, and olefiant gas. The air of towns contains 
also a notable quantity of ammonia, produced partly by 
the combustion of coal and partly from the decomposi- 
tion of organic or sewage matter — thus, a ton of rain- 
water collected in Manchester had one hundred grains of 
ammonia; rain-water collected in Newcastle had about 
the same proportion ; in Glasgow, rather less ; and in 
London, about half the quantity. 

We have thus shown very briefly, but still, we trust, 
very suggestively, how numerous are the sources by 
which l£e air we breathe in our dwelling-houses, and 
while congregated in public buildings, is so deterior- 
ated and, to an extent, more or less dangerous, and 
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none the less so, that they act insidiously, and, acting 
so, one takes much less notice of them than were 
they more palpable to our senses. " We rid ourselves," 
says an author, very suggestively, while descanting on 
the subject, "of liquid and solid refuse by drains and 
otherwise ; avoid the dirty and diseased, object to wear a 
garment worn by another, remove impurities from our food, 
and refuse to drink from a cup pressed by the lipa of a 
friend ; yet in our dwellings, and in our places of public 
resort, we continually draw into our lungs the ofifensive 
effluvia emitted from the lungs, skin, and clothes, not only 
of ourselves and friends, but of the promiscous crowd." 
Truly, if the air we so freely take in, while in apartments 
of various kinds, could be made palpable to our senses, 
we would shrink back in disgust from the loathsome 
and dangerous contact. 

But, as may be gathered from what we have said, 
the obtaining of pure air to supply dwelling-places is 
by no means the easy matter it to some may appear 
to be. In some districts there is really no such thing 
as pure air in the neighbourhood of the houses. Even, 
as has been suggestively asked, if the people lived 
in the open air, would the air they breathed be pure 1 
The answer is in the negative, so far as many town 
districts are concerned. Every medical man of much 
experience will give evidence that there are some 
districts totally inimical to health, and that on ac- 
count of the impurity of the air which surrounds 
the dwellings. Nothing can be done, in fact, with 
certain "cases" without a change of air. How that 
may be secured under certain conditions by local 
arrangements we shall see as we proceed to the 
consideration of other departments of sanitary science. 
Meanwhile the fact is unfortunately too true that 
^•here are some districts in which the mere ventilat- 

cj, so called, of the houses will not give the health 
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which might be looked for under more favourable cir- 
cumstances. 

In proceeding to explain methods by which the de- 
teriorated air is most easily removed from the interior 
of our apartments, we deem it necessary, at the outset, 
to draw attention to one important point — ^the overlook- 
ing of which has been the cause of so many failures in 
practice ; this is, that apertures or means of ingress for 
pure or fresh air must be provided, as well as those for 
the egress of that which is deteriorated. Ventilation, to be 
perfect, or to approach perfection, must therefore include 
those two points — they must, in fact, work together, or 
no good results will be obtained. The foul air cannot 
be withdrawn from the interior of a building, unless 
fresh air be supplied to it; and, conversely, fresh air 
cannot be supplied as readily to an apartment, unless 
the foul air be regularly withdrawn. Ignorance of these 
essentials, or neglect of them when known, is a fertile 
source of disappointment in the ventilation of buildings. 

The amount of fresh air required in an apartment, in 
which human beings live, depends upon circumstances. 
The usual or average number of inspirations a man takes 
in a minute is twenty, and the volume of air inhaled 
each inspiration is equal to forty cubic inches, giving 
eight hundred cubic inches as the volume per minute 
which is expelled from the lungs in a foul condition. 
This volume is calculated to render unfit for being breathed, 
a volume of fresh air equal to twice the amount, or six- 
teen hundred cubic inches. This is nearly one cubic 
foot, and represents the volume of fresh air which 
is required to be supplied to an apartment every 
minute, in order to replace the foul air which should be 
withdrawn to make room for the fresh air, or say sixty 
cubic feet per hour. So that if a man was enclosed 
in a box, ten feet long by two feet wide, and three 
feet broad. He would use up the whole of the fresh air 

F 
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feet — a much better aUowance, but still too small. In 
barracks, 500 cubic feet is the recognised space perindi- 
vidual; in hospitals it varies from IGOQ to 1500 cubic 
feet. The necessity, therefore, for a continual change of 
air in our apartments will be obvious. But, if the with- 
drawal is too rapid, currents or draughts will be created ; 
and, as in this climate the external atmosphere during a 
large portion of the year is colder than the temperature 
which is pleasant to the human body, these draughts or 
currents are cold, and are therefore still more disagree- 
able. Almost every one Las a dislike — and in view of 
the dangers which they bring to the health, we confess a 
well-founded dislike — to draughts, this being more espe- 
cially marked amongst the poorer classes, who almost 
invariably associate the admission of fresh air into their * 
rooms with cold, and therefore discomfort ; so that if they 
have the chance they will close up any ventilating aper- 
tures which may be provided in their dwellings. This 
notion or prejudice, call it what one may, which exists 
80 strongly amongst the poorer classes, is, indeed, the 
difficulty in the way of providing ventilating appliances 
in their houses ; and however much we may declaim 
*gainst what we may call " the unfortunate prejudice," 
we have it as a fact to deal with, and the only way it can 
^ dealt with, under the circumstances, is so to arrange 
^^ Ventilating appliances of their rooms that they cannot 
'^nder them inoperative. But to be just in our dealing 
^th this view of the case, it must not be concealed as 
another element of difficulty in introducing ventilating 
appliances as part of every dwelling ; *bat the '* unfortti- 
nate prejudice " above alluded to, so long held by th© 
^O'^er classes, is not confined to them, but spreads itself 
P'^tty extensively amongst the middle and upper classes- 
^^ doubt that much of the association of discomfort a^^** 

«»e»fwni the many unsBc^essful atteioP*^ to carry tbe^ 
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practically out. Nor need "we wonder at the number of 
these unsuccessful attempts, when we consider how diffi- 
cult a thing it is, to come up to the popular standard or 
requirement of personal and household comfort. Very 
few of the so-called unsuccessful attempts have really 
been so ; that is, the majority of them will have been 
found, on examination, quite capable of giving ample 
supplies of pure or fresh air. But, then, it would have 
also been found that it had not been given in the way 
the people wanted it, and we may say in the way in 
which it should have been given to them. So long as 
the giving of pure fresh air to our houses gives also feel- 
ings of personal discomfort, so long will the popular 
opinion against it be so powerful that ventilation will be 
the exception, and not the rule, in our dwellings — no 
matter how much may be both written and said in favour 
of it, no matter how appalling may be the statements as 
to the evil sarising from the want of it. Hence it is that 
ventilation as demanded alike by the habits of body and 
thought of our population, is really by no means the easy 
thing to accomplish as some have talked and written 
about it. Given, a room so close and confined that the 
presence within it for even a short space of time of but 
a few people, renders its air decidedly prejudicial to 
their health ; required, a plan by which pure breathable 
air shall take the place of the impure, and in such a way 
that there shall be no perceptible currents of air ; and 
that the currents, gentle as they are desired to be, shall 
not carry with them the feeling of cold, or the idea 
of danger from draught. Such is the problem to be 
solved. Has it been solved] Probably in some few 
isolated cases, where expense was no object ; certainly 
not so solved as to be generally at the command of the 
people. 

And here one point naturally arises — Upon what does 
^he success of ventilation depend 1 We have named one 



MOVEMENT OF AIR IN VENTILATION. 



77 



of the requirements, let us glance at the other. And to 
enable us intelligently to do this, let us first look at what 
may be called the theory of ventilation, as that may help 
us the better to understand its practice. When air, in a 
confined space, as within the interior a, of the box or 



Fig. 8. 



Fig. 9. 



Fig. 10. 







tube b by Fig. 8, is of uniform tempecature throughout, 
and of the same temperature as the air without the box, 
there is no movement of the air within it ; the density 
of the internal and external air being equal ; but the 
moment this equilibrium is disturbed, and a difference 
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between the temperature of the air within the box, in 
the direction of an increase of temperature, and that 
without it, a movement of the air within the box takes 
place. This difference of temperature may be made by 
various means, as the placing of a lamp as at a, in Fig. 9. 
The air in the box at the lower part expands, rises, and 
flows out at the upper part, b ; colder air entering the 
box at the lower part, as shown by the arrows at c c e. 
During the period in which the temperature of the air 
within the box a, Fig 9, is higher than that outside of it, 
there will be a continual current of the warmer air up 
the tube or box, and which will issue from the top, 6, 
and a constant flow of colder air towards and at the 
bottom, as at c c c. Air expands the four hundred- 
and-eightieth part of its bulk for every degree of heat 
above 32"* Fah., so that four hundred and eighty cubic 
inches increases at the rate of one cubic inch for every 
degree of heat added to its temperature ; thus the 
greater the difference between the external and internal 
atmosphere, in the case illustrated in Fig. 9, the greater 
will be the velocity of the current passing through ihe 
tube. But in the case of a close room, with few aper- 
tures by which the air could escape, this expansion 
would be equivalent to the loss of so much breathing space 
in the room. 

Heated air has a natural tendency, as we have seen, 
to rise or ascend, and the colder air descends to take 
its place, or finds its way from the surrounding, or, 
in the case of a room, from the external atmosphere. 
There are thus, from this cause, currents more or less 
marked in intensity, according to circumstances, going 
on within the interior of every room ; and these are multi- 
plied by other causes, as winds of greater or less intensity 
lowing in through the crevices and crannies of the 

Us, doors, and floors, or through the spaces of open 
lows ; and also by movement of individuals to and 
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fro in ihe room ; and fnrther, by the presence of a fire, 
or of candles, lamps, or gas-burners. Practically, there- 
fore, there is no rest or immobility in the air of a room ; 
currents are always at work there ; these may be in iU, 
and also in well ventilated rooms gentle and nnob- 
tmsive ; it is only when ventilation is carried out impro- 
perly, tliat currents are observable and injurious. 

llie influence of wind acting upon a house is very con- 
siderable in creating currents through the interior of its 
rooms ; and it is well that this should be the case, as 
otherwise rooms generally ill, would be worse venti- 
lated. Where air, from the external atmosphere, is 
found to blow into a room through crevices, ventilation, 
that is a change of air, may be considered up to a cer- 
tain point of efficiency, as secured ; for as long as fresh 
or cold air be found passing into a room, some of the 
impure and warm air will be forced ont, '' for no two 
bodies can exist in the same space at the same tim&" 
If there are no openings at the upper part of the room by 
which it can escape, if there be openings at the lower 
part it will be forced out or pass away through them ; 
for it is only true, as a general rule, that wanned air 
ascends, it can also descend ; and in some modes of ven- 
tilation it is made to descend, being withdrawn from the 
lowest part of the room, the cold air being admitted 
at the highest part The currents of air vary, in fact, 
very much, according to circumstances, and in practice, 
it will be found that they will be carried on through 
apertures at various heights of the room, and be both 
passing out from and into the interior; but, as a rule, 
air, in the interior of our rooms, is after being breathed 
so high in temperature that it ascends, and it is there- 
fore the general practice to make openings for its escape 
at the upper part, and others for the admission of pure 
or fresh cold air at the lower part of the rooms. 

We have said that the air, theoretically considered. 
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of enclosed vertical currents of heated air — in ordinary- 
language, by means of chinmeys — is of vast service in 
practical ventilation. Thus, if we suppose the tube in 
Fig. 8 to have in place of a lamp, as at a in Fig. 9, a 
small furnace, as at. a in Fig. 11, the current of heated 
air escaping therefrom at 6, will give a power by 
which currents can be established, and which can draw 



Fig. 12. 




air from considerable distances, as say the vitiated air 

from the interior of a room placed near to, yet at some 

distance from, the box or chimney 6, as, for example, 

V the tubes c and d communicating with the room from 

ich the air is to be withdrawn. In Fig. 12 we illus- 

' how this is taken advantage of in the withdrawal of 

^ air from near the ceiling of a room, an opening 
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made at a in the breast of the chimney b of the 
fire-place e. In Fig 13, we illustrate the ordinary kind 
of ventilation carriml on in a room in which there is a 
fire-plaoe & The corrents are most directly drawn by 
this along the floor from the door 6, as shown by the 
arrow c. The arrows d e indicate the currents from 
windows in dose proximity to the fire-place, but the 

Fig. 13. 




air lying near the ceiling, as at // and ^, is rarely 
inflnenc^ by the draught of the fire-place a. Even 
when there is a ventilating opening made in the breast, 
as at a in Fig. 12, the currents thereby caused are only 
strong enough to withdraw air in its inmiediate vicinity, 
rarely strong enough to influence the air at a posi- 
tion farther from it, as at e and /. In this case also 
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the fire-place draws its chief supply from the door, as at 
g. By far the best method to prevent the currents of 
fresh air from passing along the room directly to the fire- 
place, and thus to interfere with the supply required for 
breathing purposes, is to introduce a special supply of 
cold air to the fire-place, in some such mode as we illus- 
trate in Fig. 14, where a represents the fire-jambs, h the 
space occupied by the grate, and c c the hearth. An 



Fig. 14. 




18 made in this, and supplied with a brass 

g, which is placed above the termination of 

/ which communicates with the external at- 

•w. If the fender covers the grating and aperture 

«* a few apertures may be made in the fender to 

t of the fresh air entering easily to the fire-place ; the 

^ of air admitted by the grating d may be re^i- 

a alidiDg valve provided to the grating. This 
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method has not <aAj tiie beneficial effect of getting rid of 
ftU cold, offensive dnn^ts at or near the neighboarhood 
of the fire-place, bnt it also — and this is no small advan' 
tage — frequently, in cettam cases of smokj chimneys, 
'« as a preventiTe of this most annoying ftmlt In hoase 



In adopting the plan of getting rid of Qie heated and 
used WT from the interior of a room, as indicated at a in 
Fig. 12, caie most be taken to prevent the smoke from 




the dumney-flne being blown by down-drsni^Iits into the 
room throngh the opening a, Fig. 12. These down- 
dranghts in a well designed and constmcted chiianey, 
are not, or should not be, of frequent occarrence, but in 
hJ^ winds, even nnder the best circumstances they will 
exist, and tjieir effects should be provided for. In Fig. 
15, we illustrate the form of valve introduced into many 
houses of the poorer classes by Mr Toynbee, the late well- 
known philanthropic surgeon of London. In front of the 
opeuing of the channel a, leading to the chimney flue b, a 
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frame of metal, c c, is fixed ; to this a light flap of flexible 
material d is fixed at its upper edge, allowing the flap to 
act as a valve and to move to and fro freely. Under ordi- 
nary circumstances, the draught up the chimney 6, and 

along the channel 
Fig. 16. a, is such as to 

^ ■ keep the valve 

open, allowing the 
air from the room, 
as indicated by the 
arrow e, to pass 
freely, but when a 
down-draught oc- 
curs, driving the 
smoke as in the 
direction of the 
arrow /, the flap d closes against the frame c c, and pre- 
vents ^e smoke issuing into the room. Dr Amott, 

another well-known philanthropist, 
has also introduced a form of valve 
to prevent the entrance of smoke 
from the chimney-flue to the room, 
of a more complicated character, 
and more fitted, from its appear- 
ance, for the better class of rooms. 
This is illustrated in Fig. 16, where 
a a represents the metal box passed 
into the channel made in the chim- 
ney-breast communicating with the 
chimney-flue. The front of this is 
made of brass, as is also the move- 
able valve, c c. This is finely hung 
a knife edge, and balanced by a counter-weight 
•bed to d. The most delicate adjustment of balance 
"ecured by this. The edge of the valve c c plays 
ft leather band fixed inside the frame so that 
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the valve makes no noise when the down-draught drives 
the valve np agiiinst the frame. In cases where move- 
able appliances, such as those described, are objected 
to, the simple arrangement indicated in Fig. 17 may be 
adopted; the channel a a in this case is made, not stnught 
across the chimney- 
breast, as is usually the 
case, bat in an obliqae 
direction. The passage 
in which the smoke is 
driven back by the down- 
draught in the chimney 
is made oblique, bo that 
the chances are, before 
the smoke reaches the 
ori£ce b in the room, 
the down-draught will 
have ceased, and the 
up- current established, 
which will draw back 
the smoke again into the 
chimney - flue. Mure- 
over, the down-draught 
being in a vertical direc- 
tion, as shown by tke 
arrow e, will have a 
tendency to flow past 
the opening a rather 
than flow up the oblique 
channel a b. The angle 
of the channel should not be made too great, as then some 
of die smoke, under ordinary circumstaticea, will pass from 
the chimney-flue into the room along the channel. This 
contrivance is obviously applicable only in cases where 
the draught up the chimney is ordinarily good. In Fig. 
18, we illustrate an appliance for openings, such as we 
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are now considering, a modification of one introduced 
tiome years ago by Mr Bryden of Edinburgh, and which 
may be adopted where moveable valves are objected to. 
In this, a a represents the chimney-breast, in which the 
channel ahh i& cut either right across, as in the illustra- 
tion, or oblique, as in Fig. 10. TMs is fitted with a 
metal box, the end of which, towards the room, is made to 
extend trumpet-shaped, and the opening filled with a 
frame, as shown in the lower drawing, which is a front 
elevation. The central part of this frame is made solid, 



Fig. 19. 




as at 6 6 and e e, and is provided with a return //; the 
other part of the front of the frame d d, a a^ is punc- 
tured with small holes. The result, in practice, of this 
arrangement, is as follows : — Under ordinary circum- 
stances, the draught of the chimney-flue draws the air 
from the room through the apertures a a, d d, and up 
fcrie chimney, as shown by the arrows g g ; but when 
down-draught in the chimney occurs, drawing the 
Ke along the channel 6 6 in the direction of the 
^ h^ it is in the first place driven against the solid 
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part b b, ee, of the frame, and part caught by the return 
//; and by the time the smoke escapes, or is about to 
escape, by the apertures into the room, the upward cur- 
rent in the chimney is established, and the currents along 
the channel b b, in the direction g g, are re-established. 
These — or kindred — contrivances, such as now described 
in Figs. 15, 16, 17 and 18, are required where the 
channel in the. chimney breast is made as illustrated, 
which in houses already constructed is the only mode 
available. But in the construction of new houses, 
the plan illustrated in Fig. 19 should in all cases 

be adopted. In 
Fig. 20. 



W///////M 



'II 




d 



^ 



(miiiiHiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiim^^^^^^ 

a 




this, the venti- 
lating flue a a is 
made quite se- 
parate and dis- 
tinct from the 
chimney flue b 
b, a partition c c dividing the two. The 
opening d is made in the chimney- 
breast, and communicates only with 
the ventilating flue a a. In winter, 
the air in the ventilating flue is warmed 
by contact with the partition c c, which 
is heated by the hot smoke, etc., pas- 
sing up the chimney flue b b. The draught of the ventilat- 
ing flue is thus considerably increased. In summer, a 
small gas jet may be made to burn in the channel d 
leading from the room. The heated air from this, pas- 
sing up the ventilating flue a a, will increase the velocity 
of the current passing up it, and also of the air passing 
from the room by the opening d. 

The draught of the chimney flue may also be made 
available for withdrawing the heated products arising 
from the combustion of gas in the room — one way is 

illustrated in Fig. 20. The hot air passing along a tube d 

o 
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graph to be described — ^is admitted to special channels, 
a a a, under the floor, and led to openings, b 6, made in 
the skirting-board round the room. The whole area above 
the ceiling is hollow, as at c c, and the ceiling, in place 
of being made solid, as now imiversally is the case, 
is made up of ornamental or open-work plastering, the 
pattern of which gives a series of apertures, spaced 
equally over the surface. Through these, the heated 
and used air passes to the space c, from which it finds 
access to the external atmosphere by apertures d dy 
made in the walls, or led by special channels or flues to 
the upper part of the house, leading to the space below 
the roof, from which it is led by special ventilators fixed 
therein. This plan of a ceiling, perforated throughout 
its whole area, has been lately proposed by Dr Stallard, 
who read a paper before the British Association at Leeds, 
explaining its advantages. In this, the inner ceiling is of 
perforated zinc ; the space between it and the floor above, 
or the upper ceiling, to be deep enough to admit of its 
being swept out ; the communication between the space 
and the open air to be made by means of perforated 
bricks, as shown at d. Fig. 21. These perforated bricks 
{see Fig. 5) are now made at a moderately cheap rate. 
The plan here described, of having a ceiling perforated 
over its whole area, is by no means new. In the Alhambra 
in Spain, there is a roof or ceiling made up of ornamental 
bricks with holes through them. There can be no doubt 
that the plan will be very efficient, wherever carried out 
in conjunction with proper means to supply fresh air to 
the apartment to which such a ceiling is applied- The 
plan, moreover, admits of ceilings much more artistic 
and ornamental in character, than the dull uniformity of 
flat space which distinguishes those at present universally 
in use. Ceilings, however, would be much more artistic 
and certainly much more effective as aids to a good 
system of ventilation, if they were made coved or curved 
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ia plobe of flat. If so made, the necessity of baviiig the 
whale area perforated might be obviated ; the perfura^ 
tiuna beiug made at the highest part of the ceiling only, 
to which the heated air would ascend. But whether 
flat or coved, — that ia concave — a ceiling perforated 
thcoughout its whole are'a, could be made to form a. very 
beautiful object in the interior of the room, in place of 
being, aa niiw, what haa been well named " a bald de- 
formity." In Fign. 22, 33, we give examples uf huw a 

Fig. 22. 




f of this kind might be treated, so far as the 

Wntal arrangement of tlie perfcratioiia ia concerned. 

t*^, have already insisted upoD, one essential 

' in all aelieniea of ventilation, is the aiipi'ly 

■ to take the place of that which haa been 

' which ia afterwards removed by opening 

a supply of fresh air is, in houses yet 

Lmore easy matter of attniument than ia 

wnatructed. Special channels for its ad- 
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misaioa caa be made with ease luid at little cost in Iionses 
ID coarse of construction, and the plan in Fig. 31 maybe 
taken as indicating the chief points to be aimed at. The 
snpplj of air must be ample, and it must be of the pro- 
per temperature, to yield comfort to those who are to be 
placed under ita induence ; and it must he nell diffused, 
not Bent into the room in laige voluises at only one or 
two places. The extended area of the skirting b< arda 
will give ample space for numerous apertures by which a 



Fig "3 




proper degree nf diffusion may be secured. And to do this 
efficiently, and yet to please the eye, these apertures may 
be arranged go as to form part of the architectural design 
of the room. The general principle hero insisted upon of 
having the air supplied in certain conditions, being 
approved of, many ways of carrying it out will suggest 
themselves to the reader acquainted with architectural 
ftnd constmctive details. In all cases, wheT« the open 
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mind conclusively tliat the night air does net possess the 
Doxions qaalities some attribute to it. At all events, night 
UT csnDOt possibly be worse in its effects upon the huniaii 
ajstem than the foul, " nauseously foul," air, which some 
breathe habitually every night, and all through the night. 
Where window ventilation is adopted, the better plan ia 
to open the lower aa weU as the'upper sash a little, the 
opening of the upper sash' to be in excess of that of the 
lower saah, to admit of the freer exit of the larger volume 
of heated and used air. 
The worst feature con- Fig. 2*. 

nected with window ven- 
tilation is the way in 
which the currents of air 
ftre passed into the room 
in large volumes with- 
out being diffused. The 
beat way to secure the 
necessary diffusion is to 
hive a narrow frame fixed 
permaQently outside in 
which perforated zinc is 
fixed. This will be no 
disfigurement to the win- 
dow, as it does not re- 
qnire to be more than 
five or six inches wide, aa 
shown in Fig. 24 at a et. In this diagram, the upper 
sash 6 6, is supposed to be lowered, and when raised 
or closed, the part c will nearly, if not altogether, hide 
vt^ f""* " "' '''*'* **""* provision should be made at 
the lower saah ontaide, unless perforated under-blinds 
bothere used, when they will answer the purpose of air 
dtfiiiserB. Another disadvantage connected with the 
sash window as a Tentilator ia that the currents of air 
pass always into the room in one direction — that is, 




Fig. 26. 
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straight from, or at right angles to, the window. This 
disadTantage is obviated by the uaa of the French or - 
casement window, illuBtrated in Tig, 25, which admits 
of one aash being opened according as it 
is desired to ciiange the direction of the 
current of air from right to left, or vice 
verm. Thus, if it is desired to drive the 
current of air to the side a, the sash 6 
is opened while that marked a is kept 
closed. By dividing the window into 
four, as in Fig. 26, it is obvious that 
each of the four divisions mtty be used 
to drive currents of air in any direction 
desired, according as it is opened with 
relation to the others. But these two 
forms of window h&ve this disadvantage, 
that no plan of diffusing the air can be applied to them, 
unless indeed the whole area of window outside was 
filled in with a perforated frame, which 
would obviously be inadmissible. In 
some cases of window ventilation, the 
panes are provided with perforations, as 
indicated in Fig. 27. These are best 
when made to stretch nearly across the 
pine, and to be made in an oblique direc- 
tion as indicated at a b in the drawing to 
the left aide, the air being thus thrown 
upwards to the ceiling, where it mixes 
with the warm air. If the shutters are 
' closed at night, apertures should be made 
in the shutters opposite to those made 
in the panes of glass. 

In view of the decided advantages to 

loed from ventilating by means of the window 

I its faults infinitely better than no ventilation 

10 long as special and more complete appli- 



Fig. 26. 
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ances are wanting ; and in view, moreover, of the dislike 
which many have to fresh air, it has been proposed to 
keep permanently open at least one window of every 
hoose at the top some three or four inches, and securing 
it fast, so that the opening cannot be closed. If this be 
done, and we are inclined strongly to recommend the 
doing of it, a perforated zinc dif^sing plate, as in Fig. 
24, should be applied to the opening. 

We now describe briefly the second method in use for 
admitting fresh air to apartments already constructed — 
namely, by simple apertures in the wall, provided with 

Fig. 27. 




a 




"^ny^ 



Fig. 28. 



a 



means by which the air can be shut off, or its current 
regulated as desired. The best of these valves — at least 
the one most largely used — is that known as Shering- 
ham's, illustrated in Fig. 28. Another method of ad- 
mitting fresh air to the in- 
terior of a room, and which 
has been adopted in some of 
Her Majesty's barracks, is il- 
lustrated in Fig. 29. In this 
the cornice a a is made at in- 
tervals hollow, and the upper 
part of the space thus formed 

is covered with a frame filled in with perforated zinc. 
The space communicates with the external air by means 
of a channel cut in the wall as at c? cf. 




98 



8ANITABY SCIENCE. 




In concluding our remarks upon the principles upon 
which ventilation depends, and the means by which they 
are carried out, we deem it right to give here a place to 
a few of the leading conclusions come to on the whole 
subject by Dr Edwards, who has had extended oflBcial 
experience in connection with its practice, and who re- 
cently read a paper on ventilation before the Society of 
Arts. The errors, according to Dr Edwards, made in 
ventilating, are — 

In not duly estimating the practical limits of the law, 
that heated air ascends, and the relation of numbers of 
inmates and size of rooms in the application of the law. 

In not duly con- 
Fig- 29. sidering that air 

shafts, acting un- 
der that law, can- 
v d:'<\ '^^-. "*^x^ / not act in all sea- 

sons, and with and 
without fire alike. 
In not duly esti- 
mating the amount 
of air which can be 
admitted by win- 
dows and doors 
alone. In not duly estimating the practical limits to 
which an entering current may be carried, whether from 
one or both sides of a room. 

In not duly considering the eflfects of currents upon 
inmates, and the limitation thus demanded upon the 
amount, force, and elevation of currents. 

In not duly estimating the inverse relation of ventila- 
tion to temperature in its effects upon inmates, and par- 
ticularly upon the old and the young. 

In not duly estimating the influence of the winds, and 
9 impediments of surrounding buildings, <b;c., upon each 
)ct of a building. 
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in haying incorrect views as to the direction of the cur- 
rent through ventilators at different elevations. 

The following are the chief conclusions come to by Dr 
Edwards on the subject of ventilation : — 

*^ Each room should be so constructed that its ventila- 
tion may be independent of that of staircases or any other 
room; but where two rooms are placed side by side, with 
a partition wall between them, each having windows on 
one side only, the ventilation of each is improved in pro- 
portion as a part of the partition wall is removed. Thus 
one room may improve the ventilation of the other, and 
both be as if they had windows or ventilators on both 
sides. 

^' Ventilators should be placed on opposite sides of a 
room, be of small size, sufficiently numerous to affect all 
parts of the room, defended on the inside by finely-per- 
forated zinc, and be placed at the floor level and ceiling 
level. 

" Ventilators in a small part of a room only are insuf- 
ficient for ventilation, since when a current of air passes 
between two openings, the greater portion goes in a direct 
line, and does not greatly mix with the air on either 
side of it. This may be readily seen when smoke is ad- 
mitted by an inlet, and emitted by an outlet ventilator, 
or such an arrangement as exists in prison cells." 

In the preceding observations which we have made 
upon ventilation, we have specially referred to one of the 
difficulties connected with it — that is, the supply of fresh 
air o^ a proper temperature. It is comparatively easy to 
admit fresh air, cold, or at the temperature of the external 
atmosphere, in any desired quantity to the interior of 
an inhabited room ; but it is not so easy, rather, it is very 
difficult, to have the temperature of that air at such a 
point that it will be felt to be agreeable to those with 
whom it comes in contact. The difficulty is greater, no 
doubt, in winter than in summer, when the supply of air 
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to a room is colder than tliat which is the normal tem- 
perature in its interior ; but the difficulty by no means 
vanishes in the summer ventilation of rooms. Nearly all 
have a great objection to the influx of cold air into a 
room in such volumes, and in such a way, that draughts 
are created or are supposed to exist. Whether the view 
popularly taken as to the danger arising from the passage 
of air through ventilating openings be right or wrong, 
the fact exists that the majority of people hold it, and 
ventilation, therefore, is an eminently unpopular thing. 
We say this advisedly, notwithstanding the great outcry 
there is as to its importance to health, for in practice we 
have rarely found ventilating plans carried out, without 
incurring the censure of the very parties who declaimed 
most loudly as to their absolute necessity. Ventilation 
is admitted by all to be a good thing, but they are few 
indeed who do not object to the admission of air to 
rooms, as if ventilation could be secured without it. 
And even where the openings for its admission have 
been so carefully planned and arranged that the air 
has been so well diffused as to be admitted without 
any sensible draught or current, the plans have all 
the same been condemned, and with no other reason 
than this, that where there are openings there must be 
draughts. They may even admit that the draughts are 
not felt, but the conclusion is come to nevertheless that 
they must be there, and being there must be dangerous. 
But it may be said, that all this is very unreasonable, 
and should not be attended to or allowed to influence 
the carrying out of plans for ventilating the rooms in 
which men live, but the misfortune of the thing is, that 
hose who do so object, however unreasonably, have so 
uch in their power that they may make all plans in- 
rative. This is specially true of the working, and 
specially so of the lower classes, who have a remark- 
like to fresh air being admitted to their rooms, 
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especially if that air be colder than the general atmos- 
phere of the room, and as this must always be the 
ease, the practical result is, that as a rule all ventilating 
appliances are rendered inoperative by a number of 
ways familiar to those who are acquainted with the 
usual phases of sanitary reform. Seeing all this, and 
however much we may deplore it, we must not lose sight 
of this, that it is a fact which has in future to be dealt 
|nth ; and that moreover there is the truthful side of the 
prejudice ; for there is no doubt of this, that while, to 
our mind, it is better to breathe cold air than foul warm 
air, in such a climate as ours cold air does give a feeling 
of discomfort to those with whom it comes in contact. To 
make plans of ventilation popularly acceptable, it is ab- 
solutely necessary, therefore, that the fresh air admitted 
to the rooms should be of an agreeable temperature. To 
attain this desideratum, as we have said, is a difficult 
thing. Where the ordinary fire-place is alone used, and 
means for toithdravnng the used air are adopted, as illus- 
trated in one or other of the preceding diagrams ; an 
excellent addition to the fire-place is a chamber behind it, 
into which the cold air is admitted from the external 
atmosphere, and coming in contact with the heated sur- 
face of the grate, becomes warm, and is then admitted 
to the room by apertures in the skirting board, or the 
upper part of the cornice of the wall at each side of the 
fire-place. Or, if its entrance to the room at these 
points be objected to, it may be led by special channels 
to any desired part of the room. This arrangement is 
illustrated in Fig. 30, in which a represents the position 
of the grate, h h the space behind it, made in the wall, 
c c, in which also are channels, d d, communicating with 
the external atmosphere. The apertures for admitting 
the warmed air to the room are at e e. There is no better 
plan than this for utilising the heat, otherwise lost,^ of the 
common open fire-place, and of supplying fresh air for 
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breathing purposes, litit at an agreeable temperature. The 
plan is a very old one, having been brought forward by 
Cardinal Polignac early in the sixteenth century, and 
illustrated in a variety of adaptations, in a book to which 
he appended the nom de plume of " Qauger." Very freely 
have the contents of this work, now very scarce, been 
availed of by a number of inventora and patentees since 
the date of its publication, and few of them have acknow- 
ledged the source of their inspiration. !No doubt, modem 
appliances and modem workmanship, in the hands of 
modern inventors, have had their effect in bringing out 
ventilating fire-places of more handsome design, and per- 



Fig. 30. 




haps more efficient arrangements, than those first shown 
by the Cardinal in his work above referred to, but all 
are upon the same plan as that which he explained. 

The n st cently introduced, and undoubtedly the 

be t t iat ng fire-place upon this principle, is that of 

C pta n Gait n E.E. The plan of warming and venti- 

at ^ apa tm nts, introduced by this gentleman is, how- 

e n a k d by some features peculiar to it, which are 

VI u ly the esult of no small study and observation 

ha subj t The most careful experiments have been 

mth this apparatus, all of which have established 

t, that it appears to be unsurpassed as a ventilating 
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and warming appliance where the pleasures attendant 
upon an open fire-place are desiderated essentials. Cap- 
tun Galton read a paper recently before the Society of 
Arts and the British Association, from which we take 
the following statements, preceding it with illustrations 
and description taken from a paper in '^ Engineering/' 
descriptive of the plan as applied to barrack ventilation 
and warming : 

"The principles on which these fire-places are con- 
structed are as follows : — The grate is placed as forward 
as possible into the room. The part in which the fire is 
contained is of fire-brick, the bottom being partly solid to 
check the consumption of fuel. A supply of air is ad- 
mitted from behind the grate, and thrown upon the top 
of the fire to assist in preventing smoke. The sides are 
splayed, so as to throw the heat, by radiation, as much as 
possible into the room ; the opening into the chimney has 
no register. A chamber is placed behind the grate, into 
which air is brought from the outer atmosphere, and 
warmed by the large heating furnace of the back of the 
grate, increased by flanges, and after being heated to a 
temperature of from 56 deg. to 70 deg. Fahr., the air 
passes into the room by a shaft cut out of the wall, which 
terminates in a louvred opening above the reach of the 
men. The accompanying sketches will show the mode 
in which these principles have been carried out. Figs. 
31, 32, and 33, are a plan, elevation, and section of the 
stove ; the fire lump-lining of the grate, as shown by the 
parts b and c, are shaded. The back lump has groves in 
it, terminating in holes just at the bottom of the splay, 
which forms channels for admitting air at the back over 
the fire. The hearth is formed of a plate of cast iron. 
These grates are made in three sizes, and fixed to suit the 
cubical contents of the rooms. Thus, a grate, with a fire 
opening of 1 ft. 3 in., is fixed in rooms not having more 
than 3600 cubic feet of contents. A grate, with 1 ft. 



Fig. 31. 
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G in. opening, is uaed in rooms having from 3600 to 7800 
cubic feet of apace, and the largest size, having a 1 ft. 
9 ill. opening, ia for rooms having from 7800 to 12,000 
cubic feet of space. The plan further shows the dimen- 
sions of the ordinary opening 
ior the fire-place of a bairack 
room, with the method of set- 
ting the stove aud forming 
the air chamber. 

" From the air chamber at 
the back of the fire-place the 
air is conducted into the 
room by a shaft shown in the 
elevation Fig. 34, and through a louvred opening, placed 
as near the ceiling as possible ,- the clear area through 
the louvres being made much larger than the area of the 
shaft, the louvres being 
Fig. S2. bevelled upwards so as 

to cause the air to im- 
pinge against the ceil^ 
ing to prevent a cold 
draught being felt when 
the fire is not lighted, 
and fixed by means of 
screws BO SB to be easily 
removable for the piiiv 
pose of cleansirg. The 
air shaft is formed in 
brick-work, and should 
be rendered inside with 
Portland cement, and 
then lime whited. The 
'imnm area of the shaft ia one square inch to every 
cubic feet of room space. Where it was incon- 
* to break into the chimney breaat, the Mr from 
bet in which it is warmed is admitted to the 
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Fig 83 



room throni^ a shaft of sheet iron fixed to the wall, 
the top being sloped back and covered with perforated 
line. The shaft commnnicateB witii the chamber behind 
the fire hy a hole in the top of the front projecting part 
of the Btove." 

"The flame," says Captain 
Douglas Qaltou, in his paper 
read before the British Asso- 
ciation, "heatedgases from com- 
bnstion, and snch small amount 
of smoke as exists, are com- 
pelled, 1^ the form of the back 
of the grate and the iron part 
of the smoke flue, to impinge 
npoa a large heating surface, 
M> as to snbtract as much heat 
as possible out of them before 
they pass into the chimney, 
and the heat thus extracted la 
employed to warm air taken 
directly from the outer air 
This air is warmed by the iron 
back of the stove and smoke 
fine, npon both of which broad 
flanges are cast, so as to obtain 
a la^ surface of metal to give 
off t£e heat. This giving off 
sni&ce (amunnting lo the c»se 
of No. 1 grate to 13 5 square 
feet) IB sufficient to prevent 
the fire m the grate from 
ever rendering the back bo hot as to bum the air it la 
employed to heat The fresh air, after it has been 
warmed, is passed into the room near the ceding In 
a room furnished with an ordinary open fire place 
with closed doors and windows, the experiments made 
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by Mr Campbell for the Board of Health in 1857 
showed that the circulation of air proceeds as follows : 
The air is drawn along the floor towards the grate, it 
is then warmed by the radiating heat of the Are, and 
part is carried up the chimney with the smoke, whilst 
the remainder flows upwards near the chimney breast to 
the ceiling. It passes along the ceiling, and as it cools 
in its progress towards the opposite wall, descends to the 

floor to be again drawn 
Fig. 34. towards the fire-place. 

It follows from this 
that the best position 
in which to deliver the 
fresh warm air required 
to take the place of 
that which has passed 
up the chimney, is at 
some convenient point 
in the chimney breast, 
between the chimney- 
piece and the top of 
the room, for the air 
thus falls consequently 
into the current and 
mixes with the air of 
the room without per- 
ceptible disturbance. 
" The flue which has 
been adopted for barracks is carried up by the side of 
the smoke-flue in the chimney-breast. It will be seen 
that there is in the air chamber of No. 1 grate a heat- 
ing surface for warming the air of about 13*5 square^ v 
feet. The area of the grate is 84 square inches, of 
which 58 in. are solid, and 26 afford space in the 
centre for the passing of air. The front is open, and 
air is passed on to the coal from the back in the manner 




galton's ventilating fire-place. 107 

already described. The grate will contain about 18 to 
20 lb. of coal ; when the fire is maintained for from 
twelve to fifteen hours, a total consumption of about 
2*5 IK per hour, or .40 lb. for sixteen hours, will suffice 
to maintain a good fire. For soldiers' rooms the daily 
allowance in winter with No. 1 grate is nearly 46 lb. 
per diem. 

"In new buildings it would be possible, and indeed 
desirable, to extend this heating surface considerably by 
carrying up the smoke flue inside the warm air flue. 
This plan has been adopted in the fireplaces for the wards 
of the Herbert Hospital, where the fireplace is in the 
centre of tlie ward, and the chimney consequently passes 
under the floor ; and by this means a heating surface for 
the fresh air, of above 36 square feet additional to that 
of each fireplace, has been obtained. The limit to which 
the heat from the fire can be so utilised will be the point 
at which it cools down the chimney, so as to check the 
draught and combustion of the fuel. With respect to the 
application of the grate to existing buildings, the recess 
in which an ordinary firegrate would be fixed, forms the 
chamber in which the air is warmed. 

" In order to afford facilities for the occasional cleans- 
ing of this chamber, and those parts of the air channels 
connected with it, the front of the stove is secured by 
screws, so that it can be easily removed, thus rendering 
the air chamber accessible. 

"The stove was designed with the object of being 
applied to existing chimney openings. In so applying it, 
the air chamber is to be left as large as possible, thoroughly 
cleansed from all old soot, and rendered clean with ce- 
ment, and lime-whited. Should the fireplace be deeper 
than 1 ft. 6 in., which is the depth required for the curved 
iron smoke flue, then a lining of brickwork is to be built 
up at the back to reduce it to that dimension. The 
chimney bars, if too high, must be lowered to suit the 
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height of the stove, or to a height above the hearth of 

3 ft. 3 in. ; they must also be straightened to receive the 
covering of the air chambers. These coverings should be 
of 3 in. York or other flagging, cut out to receive the 
curved iron smoke flue, and also to form the bottom of 
the warm air flue in the chimney breast. Jn new build- 
ings the air chambers may be rectangular ; they must be 

4 in. narrower than the extreme dimensions of the moulded 
frame of the stove, so as to give a margin of 2 inches 
in width all round for a bedding of hair mortar. 

" Numerous experiments have been made at different 
times upon these grates, both as regards the quantity of 
air supplied and the temperature maintained. The gene- 
ral results show that the air is admitted into the rooms 
at a temperature of from 20 to 30 deg. Fahr. above that 
of the outer air. The design of the grate was intended 
to preclude the possibility of such a temperature as would 
in any way injure the air introduced ; and the following 
table of some experiments made by Dr Parkes in an hos- 
pital ward at Chatham, illustrates the hygrometric effect 
with the grate in use : 

Table I. 
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** The greatest difference between tlie diy and wet bulbs 
in the ward was : — 

On the 17th, 8*5 D^ 

„ l»th, 5-5 „ 

„ 18th, 6-0 „ 

» 20th, 6-5 „ 

„ 21st, 5-0 „ 

** On examining the record of the dry and wet bulbs 
dnring these days, no evidence can be seen at any time 
of any nnnsnal or improper dryness of the atmosphere. 
The difference between the two bolbs was certainly ^ways 
greater in the ward, but it was not materiaL 

** The temperature of the rooms was invariably found to 
be so equable that when the grate was in full addon, and 
the windows and other means of ventilation closed, thermo- 
meters placed in different parts of the room, near the ceiling 
and floor, in comers furthest from the fire, and on the side 
nearest to it, but sheltered from the radiating effect of the 
fire, did not vary more than^bout 1^ Fahr. The variation 
of temperature in a room warmed by a fire by radiation, 
without the action of warmed air, will be found to be from 
4° to 6® Fahr., and sometimes even more in cold weather." 

The temperature of the air in different buildings, where 
ventilation is so well arranged, that the removal of the 
air is continual, may with safety be so regulated as to be 
higher than when the change of air is not continuous, or 
not attended to, as in the majority of present buildings. 
Greneral Morin, the French savan, who possibly has done 
more than any other man in putting the subject of 
ventDation and warming of public buildings upon a 
scientifically accurate footing, recommends the following 
temperatures for different buildings : 



Hospitals, er to 64° Fahr. 

Workshops, Barracks and Prisons, . 59" „ 

Schools, 66' „ 68' „ 

Meeting Booms, . . • . 66** „ 72" „ 

Theatres, 68' „ 72' 
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The temperature of the fresh air to be introduced into 
the room or place to be warmed and ventilated, should 
be the same as that at which the air of the room is 
desired usually to be. But this is subject to modifica- 
tions in practice, as for example where there are many 
and large windows in a room, the glass surfaces of which 
brings down the temperature very much. In such cases, 
the temperature of the air sent into the room will require 
to be much higher— from 85° to 95® Fahr. On the 
other hand^ should the building to be ventilated be 
crowded or well filled, or if a number of artificial lights 
be placed in the interior, then the temperature of the air 
sent in to. the interior will require to be lower. In large 
buildings, as churches, schools, etc., it will be well to 
provide a chamber into which the warmed air from the 
heating apparatus should be passed, in which cold air 
can be mixed with it before the volume of fresh air is 
passed into the building. General Morin has shown the 
relations which exist between the volume and the tem- 
perature of the air, and the areas of the flues or shafts 
by which the air is withdrawn from the building. These 
we now give, preceding them with the formulae : 

V = C V (T - T') H 
Q = CAV (T-T') H 

In which A is the sectional area of the flue or shaft for exit 

of the air, 
height of ditto, 
average temperature in ditto, 
temperature of external air, 
co-efficient, constant for each flue as 

regards its proportions, 
average velocity of the air in the flue, 
volume of air passed along the flue in a 

second. 

'* The results derived from these relations are that the 
icity of the escaping current is proportional to the 



H 


l> 


T 


)» 


T' 


>» 


C 


l» 


V 


»> 


Q 


>» 



VELOCITY OP AIB CUKRENTS IN VENTILATION.' Ill 

square root of the excess of the temperature of the heated 
idr in the flue over the external air, and also to the square 
root of the height of the flue or chimney ; and the volume 
of air extracted is consequently proportional in addition 
to the sectional area of the flue/' 

M. Morin states that the velocity of the air should 
continually increase as it progresses along the flues from 
its entrance to its exit — ^the exit being a single shaft, 
into which all the separate channels lead. The velocity 
at the entrance in feet per second should be from 2 '3 to 
2*9 feet,; in the first channel from 3*3 to 3*9 feet per 
second, in the second channel from 4'3 to 4*6 feet, and 
in the discharging or final shaft from 5*9 to 6*6 feet per 
second. These velocities will be maintained with pretty 
fair accuracy, if the temperature in the discharging shaft 
be from 70° to 80° Fahr. in excess of the temperature of 
the external atmosphere. This should be the tempera- 
ture in ordinary buildings ; but in theatres and crowded 
buildings, and where the air channels are numerous and 
complicated, an excess of temperature in the discharging 
shaft of from 95° to 105° over that of the external at- 
mosphere will be required. When the warm, fresh air 
is introduced at openings in the ceiling, the velocity of 
the current which will thus descend upon the heads of 
those in the room should not exceed 1*6 feet per second; 
but should it be supplied at the sides of the room at a 
considerable height, the velocity may be as high as 3*3 
feet per second. 

An excellent method of keeping up the temperature 
of the house apartments generally, is to have a stove in 
the lobby or hall. There are now many excellent forms 
of stoves introduced for this purpose, some of which we 
afterwards illustrate : The worst feature of the majority 
of stoves is, that they dry the air too much; and air 
thus deprived of its natural moisture exercises a pre- 
judicial effect on the system. Hence the necessity that 
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exists for restoring the moisture to air which lias been 
deprived of it by coming in contact with the over-heated 
surfaces of stoves. This is easiest done by having an 
open dish of water placed upon the stove — the evapo- 
ration from which gives humidity to the atmosphere. 
An excess of this should be avoided. Air at 56^ is 
"saturated'' — that is, contains as much water as wiU 
be suspended in it without dropping — when it contains 
five grains to the cubic foot, and seven grains to the 
cubic foot at 66® Fahr. When accuracy as to the 
degree of moisture in the air is required, a hygrometer 
should be used, in addition to the thermometer, and 
a pleasant, healthy degree of humidity will be attained 
when the humidity is about 60°, complete saturation 
being indicated at 100®, or with the thermometer at 
60° or 60°, the hygrometer shows 45° and 54°, or dew- 
points 40° and 49°. General Morin dispenses with 
the necessity of moistening the air by adopting the plan 
of heating a small portion of the air only, mixing this 
with a quantity of cold air. By this means the mixture 
contains a sufficient degree of moisture. When the whole 
supply of fresh air is warmed, it is necessary to moisten 
the air by some means, such as we have above indicated. 
The smaller the number of people assembled in a room, 
the greater necessity is there to moisten the heated air, as 
the moisture exhaled in respiration will not be enough 
to moisten the air ; and this moisture, as we have 
already said, is not a healthy source from which to 
moisten the warm air supplied to a room. In a build- 
ing densely-crowded, there is too much moisture, as a 
rule. If a dwelling-house be supplied with cellars, as 
in Fig. 35, the stove or heating apparatus may be put 
in one of the cellar rooms, as a, this being supplied 
with cold air by a channel b 6, drawing from the well- 
hole c. The hot air from the chamber a may be made 
to pass to the various channels d d, each room having 
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a separate channel. The used air may be withdrawn 
from the lower rooms by flues e e, such as we have 
already described, opening into the space below the 
roof, as shown ^ the used air from the upper rooms by 
openings in the ceiling, as // — the staircase g g being 
ventilated by the same means as at ^. If there are no 



Fig. 35. 




cellars in the house, the stove may be placed in the lobby, 
and the warm air supplied as described at the beginning 
of this paragraph. If closets are used as sleeping places 
{see our remarks on such in Chapter II.), special arrange- 
ments should, in all cases, be made to withdraw the foul 
air from their interior. The door a, Fig. 36, opening 
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into the larger apartment &, or the lobby c, as the case 
may be, may supply fresh air, but it cannot act effectually 
as a means for withdrawing the foul air from the closet. 
The only way to secure this withdrawal, is to have an 
opening into the larger room 6, or lobby c, both of which 
should be carefully ventilated, or the ceiling may be 
provided with apertures leading to an air channel e e, 
communicating with the ventilating flue provided for the 
large chamber 6, or lobby c. 

In the plans for withdrawing used warm air from the 
interior of apartments, which we have already described, 
the method of drawing the air from the upper part of 

the apartment is recom- 
Fig. 36. mended. Some autho- 

ff rities — amongst others, 

==^ General Morin — ^recom- 
mend the plan of admit- 
ting the fresh air at or 
near the ceiling, and 
withdrawing the foul air 
^ at or near the floor ; and 

this for these reasons 
— chiefly ; first, all dust 
from sweeping the floor, 
etc., etc., and other obstructions, are prevented from 
interfering with the air as it passes into the room ; 
draughts are avoided, at least not so much felt as when 
the fresh air is admitted from below ; and third, some 
maintain that this is the natural method, inasmuch as 
expired air from the lungs contains much carbonic acid 
gas ; and as this is heavier than common air, it naturally 
descends to the floor or its neighbourhood, and is there- 
fore most easily withdrawn by openings placed at or near 
it. There is much to be said in favour of the two first 
reasons, by reversing what at least is generally -admitted 
to be the natural process of ventilation ; but we do not 
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think much is to be advanced in favour of the third 
reason. No doubt, air expelled from the lungs does con- 
tain much carbonic acid gas ; but the natural warmth of 
the body itself, as well as the heated condition of the 
interior of rooms generally, impart to the used air such 
a degree of temperature that its natural course in the 
great majority of cases is upwards. The upward course, 
moreover, is the easiest carried out in practice, there 
being greater structural and other difficulties in the way 
of withdrawing the used air from the bottom, and sup- 
plying fresh air at the ceiling of apartments. In Fig. 37, 
p. 1 19, we take an illustration from the GivU Engineer and 
Architect^ Journal^ showing the method of ventilating 
one of the schools in Paris upon this plan. *' This build- 
ing contains an elementary school a a for 400 children, 
and a drawing school h for 270 pupils. The ventilation 
is at the rate of 350 cubic feet per hour per person, and 
the warminjg is effected by two heating stoves c c with 
vertical tubes. The warmed air is supplied to each story 
by three vertical channels d, which discharge into a long 
wide passage e extending the whole length of the rooms, 
and into this passage external cold air can be admitted 
to regulate the temperature. The supply of air flows 
into the rooms horizontally near the ceilings, as shown 
by the arrows. 

" The rooms of the drawing school b are open at night, 
and offer special difficulties in ventilation, from the large 
number of gas burners in use. The plan of abstracting 
the vitiated air close to the floor cannot be exclusively 
applied in this case, as it would cause the discomfort of 
pouring down air of 85® to 95® temperature upon the 
heads of the occupants. It is necessary, therefore, to 
allow the heated gases from the combustion of the lights 
to escape through the openings / in the ceiling, but at 
the same time fresh air is made to enter at the sides 
near the ceiling. In such cases, when the room has not 
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attics above it through which the outlet openings in the 
ceilings can discharge, special flues are required to be 
made for this purpose, and these should be situated as 
far as possible from the points where the admission of 
fresh air takes place. By means of this plan of ventila- 
tion the temperature of the above rooms has been main- 
tained until ten o'clock at night at 71°, at a height of 
five feet above the floor, and at an average of 75® near 
the ceiling ; but before this plan was adopted these tem- 
peratures were 80® and 91® respectively. 

" The discharge openings should be made along both of 
the longer sides of the room, as shown at ^ ^ in Fig. 36, 
and should be as numerous as possible ; and their total 
effective area should be such as to limit the velocity of 
the air passing through them to 2*3 feet per second. 
They communicate with descending passages h, converg- 
ing below into a main discharge passage k, leading to the 
bottom of the discharging shaft/. The chimney pipes i 
from the hot air stoves c are made to pass up this shaft 
for assisting the draught, but a small fire I at the bottom 
of the shaft is also requisite." 

Where the velocity of the upward current in with- 
drawing flues or channels is too slow, a gas burner, 
or more than one, if necessary, may be applied at 
or near the opening into the room, so that it can 
be easily got at for the purposes of lighting and ex- 
tinguishing. Or the burner may be placed at the 
foot of the dischargiiig shaft. In most cases, however, 
where a chimney flue is in contact with or near the ven- 
tilating flue, the draught in the latter will generally be 
found sufficient in winter. In summer, extra means — as 
the gas jet, or the small furnace in the case of large 
flues, as named at the end of last paragraph — ^may be 
required to be adopted. On the advantages of the 
system of ventilating apartments by means of fire-places 
and chimneys, the following remarks by the distin- 
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goishcd authority, M. Morin, from whom we have 
already quoted, will be satisfactory to those who, like 
ourselves, believe that by them a power for ventilating 
rooms efficiently, and one easily and cheaply adopted, 
lies within the reach of all. "The suction,'* says M. 
Morin, "produced by simple fire places and chimneys, 
with sufficient area of opening for allowing the fresh air 
to replace the vitiated air, and without any mechanical 
apparatus, is consequently the most desirable means in 
the writer's opinion for effecting the ventilation of build- 
ings, except in rare cases; and where special circum- 
stances may necessitate the forcing in of fresh air by 
mechanical means, the action of a strong suction should 
also be added. This necessity never occurs in buildings 
where a continuous supply and removal of a nearly uni- 
form quantity of air is required, but only when on the 
contrary this service has to be varied frequently between 
different portions of the same building, and when the 
quantities of air to be removed differ greatly from one 
day or from one hour to another, — as in the case of St 
George's Hall, Liverpool, where mechanical ventilation 
exclusively is adopted, and the quantity of air required 
varies in the extreme proportion of 1 to 50. In such 
cases it may become necessary, or at least useful, to em- 
ploy mechanical apparatus in addition to the action of 
suction, in order to ensure a sufficient supply of fresh air.'* 
The ventilation of staircases and water-dosets should 
be carefully attended to. That of the latter will be 
noticed in a succeeding chapter on sewage and drainage. 
A few words will here find a fitting place on the ventila- 
tion of staircases. In what are called self-contained 
houses in Scotland, and in England, detached, the want 
of ventilation of the staircase, if not specially attended 
to, may not be so much felt where windows are pro- 
vided, or where the rest of the house is well ventilated. 
In the majority of houses, staircases, with their landingS| 
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may be looked upon as mere apartments, lighted by 
windows in the ordinary manner, and which afford con- 
siderable facilities for admitting fresh, and allowing the 
withdrawal of foul air; but it is only in houses of consider- 
able size, where the staircase — or the ** well-hole," as the 
space is termed, in the interior of the houses which con- 
tains the stairs — is terminated at its upper part by a 
skylight. When so terminated, facilities are afforded for 
ventilating the staircase, which should be availed of. The 
skylight should be so designed, that it may terminate 
with a ventilating shaft, which may be made a highly 
ornamental feature of the general design. If the stair- 
case could be lighted by a lamp, or " sunlight,'* which 
would be placed immediately below the opening of the 
shaft, the general effect would be very good, so far as the 
lighting up of the staircase from top to bottom would 
be concerned, while an immense advantage would be 
obtained in the increase of the velocity of the upward 
current of air by the heat produced by the lamp. The 
effect, however, of the glass in the skylight is to cool the 
air coming in contact with it, and thus reduce the force 
of the ventilation. To obviate this, the glass should be 
made double — that is, the skylight provided with two 
frames, both glazed, with a space between. This system 
of double glazed window is also excellent, where the 
temperature of a room — for example, that of an invalid 
— is desired to be kept as uniform as possible. Another, 
and not a small advantage in such a case, arising from 
the use of double windows in towns is, that the noise of 
street carriages, etc., is very much deadened. 

The staircases in houses, arranged and constructed 
on the "flat system" — called, and with a force of 
truth not often recognised, ** common staircases " — are 
very rarely, we may say never, provided with special 
ventilating appliances. True, they have all or nearly, 
windows, but those as a rule are never opened, if indeed 
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they could be opened, ao fastened down with dust of 
years are they ; and even when opened, they — from 
their position — would not act efficiently as Tentilatore. 
Yet the necessity of carefully and efficiently ventilating 



Btaircases, is suffi- 
cieutly obvious on 
consideration, de- 
cidedly ao on per- 
sonal inspection. 
In many cases the 
water-closets ven- 
tilate only into the 
staircase ; and in 
addition, the air in 
the staircase is al- 
most always in- 
fected by nuis- 
ances, too well 
and too familiarly 
known to dwellers 
in Scotch towns, 
where the flat sys- 
tem ia adopted, to 
be here more parti 
cnl"rly character 
laed \Vhere the 
staircases are ter 
minated at their 
upper partby skj 
lights, these sky 
lights should be 
Bupphed with ventilating appliances , and if no sky 
lights are in existence, ventilating shafts should be 
made to pass through the roof, communicating with 
the staircase in the ceihn^ and admitting the free 
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passage of the air through them to the external atmo- 
sphere. 

The tops of all discharging shafts should be provided 

Fig. 88. 
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with caps or cowls, as shown at / in Fig. 37, or with 
louvre openings at i in Fig. 35. An excellent form of 

ridge ventilator for a roof, 
Fig. 39. as in Fig. 35, is shown in 

Fig. 38. This being square 
in form, the openings in 
the sides, as a a, being 
provided with flaps or 
valves 6 c, so connected 
by a jointed rod /, that 
when one, as a, is closed 
by wind blowing in the 
direction of arrow c?, the 
opposite flap or valve c is 
kept open, allowing the 
foul air to escape, as at 
arrow e. In Fig. 39, we illustrate the "Tredgold" 
cowl or cap, which has been extensively used — a is 
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the termination of the ventilating shaft, which is 
finished with a circular metal part b b, extending 
outwards, as shown, to admit of the formation of aa 
angular surface e c; the central part c ia of cowse open, 
to allow of the upward passage 
of the air ; winds blowing in the 
direction of arrow for eicample, 
in passing over the angular Borface 
c, create a current upwards in the 
shaft a. The open part c is 
covered by a fised cap d d, to pre- 
vent rain, etc, descending the 
shaft In Fig. 40, we give plan, 
and in Fig. 41, elevation, of "Kite's" angular-sided 
ventilating cap, which acta well in creating an upward 
current in the foul air shaft a, Fig. 41, with the aid 
of even moderately strong breezes. As shown in Fig. 
41, the upper part of the shaft a is 
provided with metal shields a a a a, 
i'ig. 40 ; b b. Fig, 41, the sides of which 
are Bet at an angle, as shown ; these 
cover an internal part 6 6, the sides of 
which are also set at an angle, parallel 
to the sides of a a a a; from top to 
bottom of this part, rectangular slits c 
c. Fig. 40, c Fig. 41, are made, to 
allow of the passage outwards of the 
foul air from the shaft a, Fig. 41 ; the 
ends of the shields a a are cut off, so 
as to allow of openings from top to 
bottom, as at a d. Fig. 40 ; the arrows 
show that the wind blowing from any 
quarter meets with angular surfaces, and so meeting, 
tends to create an upward current in the shaft a, Fig. 
40, Fig. 42, illustrates one of the Revolving Archimedian 
Screw Ventilators, patented by Mr J. Howarth of Fam- 
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worth, near Boltoii, llancli ester, which a 

to create an upward carrent in the shaft. The c 

a is made to revolve by the wind acting upon the vauea 

b of the upper part of the ventilator, These are now 

uaed in large numbers. 

In a preceding paragraph, we referred to the method 
of wanning the air of apiirtmeuta by means of stoves, 
and stated the objection to their use in a sanitary 
jwint of view. Other objections obtain in this country 
to them, and poaaesa such force that happily we think 
the use of stoves for warming rooms as a Hubstitute for 
open fire-places will never become general 
Fig. 42. amongst us. But they are nevertheless 
exceedingly useful in warming the air of 
■ apartments and buildings too large to ba 

^^^^ warmed by means of the ordinary fire- 
^^H^ places, as also in warming the halls and 
H^^^Hd lobbies of houses. The forms of stoves 
^HIH are so very numerous, and each inventor 
^^DP* or^jaalc^r {jlaims for that which he places 
O-^^H before the 'pfiblltf SDch special and favour- 
^^^^^ able features, that it is an exceedingly 
^^^^^ difficult thing to choose here one for de- 
scription without incurring the charge of 
being invidious, or of favouritism. But as we have no 
interest in any one more than that of another, our men- 
tion of one or two will at least be considered fairly 
entitled to bo free from such charges. In ordinaiy 
stoves, the heating surfaces are so ill-proportioned that 
in order to get up a good supply of warmth in the rooms 
'ti_ which they are placed, the fire has to be kept up ao 
"^■tly that the metal is overheated, and all the unhealthy 
Bte arising from this condition come into play. To 
kte this, an exceedingly efficient yet simple method 
"en introduced of increasing the metallic and heat- 
Tfaces of the stove, eo that a very emaU fire ^ves 
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Fi large amount of warratli, and tliG overbeat'iiig ot the 
surface is prevented. This ia done by merely adding 
projecting riba to the exterior surface of the stove, or 
"gilla," as they are termed, and which ia illustrated in 
Fig. 43, which is the form of stove made by the London 
Warming and Ventilating Company (Limited), 23 Abing- 



don Street, Westm 
tensively used. 

Gas as a heating 
medium, when cun- 
sumed in stoves more 



, and which has been most 



^enmuch 
advocated as good, 
cheap, and easily ap- 
plied. As to its easy 
applicatinn there can 
be no donbt, hence 
for ventilating piir- 
poaes we know of no 
method so likely to 
be generally adopted 
for raising the tem- 
perature of the air 
in ventilating shafts, 
when these form part 
ot the construction 
of houses. As to its 
being cheap, experi- 
ments or trials have ni 
if carried out, thi 
noted, as to enable this point to be decided favourably. 
Aa to the goodness — that is in a healthy sense — of the 
system, much has yet to be done in the way of arranging 
and constructing stoves in wiiich gas can be used so as to i 
give a healthy warmth. The smell is almost always d 
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pleasant, and it may be safely affirmed that this is iridica- 
tive of the vitiation of the atmoaphere. This difficulty 
has never yet been got over as a general rale, although the 
inventor of the apparatus, illustrated in Fig. 44, claims that 
by its use it has been ao, and thoroughly, while at tlie 
same time he claims for it that it is " the only gas stove 
which retains the whole of the heat given off by the gas." 
In the iUustration, a, the interior of the room ; 6, exterior 
of the building ; e, wall ; d, the calorigen (the stove 
is BO named by the inventor j) t, a cylinder; /, pipes 
communicating to supply air for combustion, and cany 



Fig. a. 



off product ; g, pipe for 
passage of cold air to calori- 
gen ; h, outlet for ditto 
after being made warm ; i, 
gaa burner; j, door. This 
apparatus is made by J. F. 
Fivrwig & Co., 36 Queen 
Street, Cheap side, London, 
E.O. 

As regards the use of gas 
for heating large huildiiigs, 
as schools or churches, the 
following notes of experi- 
ence with it on the Conti- 
nent, taken from Tke Engineer, will be useful here : 
"The method generally adopted, at Berlin, is that of 
placing a horizontal gas-pipe with three jets, within 
a stove made of sheet iron, and over the gas jets a piece 
of brass wirework, of which the openings are not more 
than -^ of an inch in diameter. The cathedral of Berlin 
has a cubical contents of about 17,300 metres, and it is 
Seated by means of eight of these stoves, each of which 
IS 22 of these brass gratings, measuring 11^ inches in 
Lgth by 1 ^ inch in width, making in dl about half an 
\ square of grating for each cubic metre to be warmed. 
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The conBumptioa of gas in raieing the air within the 
edifice to the required temperature, an operation which 
takes three hence, ia 83,400 litres, or i-83 litres per cubic 
metre ; to maintain the same heat afterwards requires 
only -j^ of a litre of gas per cubic metre. 

" The parish church of Berlin, whose cubic contents is 
13,800 metres, is heated by four stoves, each having 
fifteen brass gratings, each rather more than 12 in. long 
by 1 J in, wide, or tittle more than \ of an inch of grating 
per cubic metre to be warmed. 

" The annual consumption of gas in the cathedral above 
mentioned is 2310 cubic metres, costing £20; this con- 
sumption is equal to 553 metres per stove, and 300 litres 
per I of an inch square of grating, 

" The consumption in Parisian churches warmed by 
gBs is found to agree very closely with that of the cathe- 
dral of Berlin, but other cases give difierent results. 

" The church of St PhUippe at Berlin has a contents of 
2780 metiee, and is heated by two stoves lm,40 high, 
Im.lO long, and 65 centimetres in width, each having 
seven brass gratings 16 in. by 2 in., equal- to f of an inch 
square per cubic metre of the contents of the church. 
The annual consumption in this church is 1485 cubic 
metres, or at the rate of 410 htres of gas per cubic metre 
of contents. But this church is only warmed three times 

" The church of St Catherine at Hamburg is heated by 
eight gas stoves, each having 32 brass gratings 12 iu. 
long by rather more than 1 J in. wide ; the cubic contents 
of the ediiice is 33,900 metres. The heating takes three 
houra and a-half, and consumes 230 metres of gas, costing 
Kbout 273. 6d., so that three litres of gas are required in 
this church per cubic metre of capacity ; the temperature 
is kept up subsequently by the consumption of } of a 
litre per cubic metre per hour. 

" In the churches of St Mary and Nicholas 
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and in Faiis also, a kind uf large ruse burner baa 
substituted for the brass giatiog; these are known 
France as muahroom bumera (cltiampiffiuiiii). The result 
with these burners in the first of the above named churches 
is as follows ;— ^The cubical contents of the building is 
15,450 metres, and the consumption of gas in four Lonrs 
ia 150 cubic metres, costing about 353., and as it is heated 
by ten stoves, each having three of these rose burners, 
the consumption per hour is 1^ cubic metres of gas per 
burner, and nearly 2J metres for each metre of the con- 
tents of the churcL In this case on]y we have the effect 
aa shown by the thermometer, which is to raise the tem^ 
perature of the church from one degree below zero to five 
degrees above, or from below thirty degrees to forty de- 
grees Fahr." 

It has been suggested by Mr Edwin Chadwick, C.B, 
— to whom sanitary science is very largely indebted — 
that an escellent, perhaps the best, method of warming 
bnildings, in which, considerable numbers of people are 
assembled, especially schools, is that which was adopted 
by the Itomans in ancient, and the Chinese in modem 
times. In this the warmth is obtained by heating the 
floor surface by flues underneath, and of which Mr 
Chadwick gives the foUowingbriet account : " The Romiui 
plans of floor-warming are displayed in the remaina of 
villas found in the chief seats of their occupation in this 
^TOuntry. Their JiolJow floors were mostly made by square 
r of large tiles, supported by stone pillars 
b or eight inches high, or more, set upon a lower 
) floor. The upper floors were covered with con- 
i, and often ornamented by teasers. Some of their 
" w floors in this country wore evidently warmed by 
* om the remains of coal soot ; in others they were 
i by wood. The fire-place for the coal-wormed 
Ems mostly a small cylinder of red earthenwi 
~g & mere handful uf coal, througb which tbvj 
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y/»A led by a down dranght througli tlie hollow of the 
floor — the draught being created by an upcast flue oa 
the side of the chamber opposite to the Gre-placee, the 
toll chimuey-flue acting as the longer leg of an inverted 
syphon. In some of the largest Roman constructions of 
Uiia speciea, the heat appears to have been led under- 
neath the long, distinct channels. But in some the 
warming was by the diffusion of heat through the floors 
amidst the uprights, which, I conceive, would he done by 
low heat led slowly, but long applied. 

"I have been unable to get any detailed accounts of tlie 
Chinese methods of construction for the purpose, and I 
shall be much obliged to any one who will give me some. 
But the testimony is strong and decided, that the floor 
warming there is the most comfortable that has been 
experienced by Europeans. Marco Polo, the early tra- 
veller, notices it as extraordinary. The wanning is 
effected with a comparatively incoosiderable amount of 
almost any sort of fuel." 

There can be little doubt of this, that when the feet 
are warmed, the temperature of the body is maintained 
at a mxire comfortable point than when the upper parts 
of the body are warmed, and the feet are ^owed to 
remain cold. Another advantage obtained by the warm- 
ing of the floor surfaces of rooms, is that the system 
greatly aids the ventilation, eapeoialiy as pointed out by 
Mr Chadwick : " As enabling a cold, and thence a more 
condensed air, a better quality of air to be breathed than 
any heat-expanded air. To those who have not had 
oocaaion to attend to the subject, it may be observed, if 
a given quantity of air, with a given quantity of oxygen, 
at a given temperature, be es]>aiided in bulk by heat — 
say by a fourtb — the inspiration of the Jungs must bo 
quickened in proportion, to obtain in the same time Iho 
same quantity of oxygen. In newly warming the Pa' 
de Justice, at Paris, a, warmed surface was phioed for 



:t^ 



128 SANITABT SCIENCE. 

feet of each judge. If the warmth were applied to the 
whole body, so as to fSiise it to the same temperature 
given by the foot warmer, the air breathed being more 
expanded would, I consider, be inferior in quality for the 
health. 

" Before it became a practice to use foot warmers in 
railway carriages, the passengers were accustomed to 
close the windows as completely as they could. Since 
foot warmers hare been introduced, windows are allowed 
to be more widely opened. 

"The effect of foot warming, then, is to enable the 
body to sustain, with less discomfort, the import of 
cooler currents of air. Foot warming will, of itself, 
allow of doors and windows to be opened with less 
annoyance, and of itself will be conducive to freer venti- 
lation. Indeed, Mr Blackburn's method of ventilating 
cattle-sheds by an open diaphragm along the roof would, 
in some instances, suffice. In many others I would pro- 
pose, in addition to the warmed floor, the introduction of 
open fire-places, on Captain Galton's principle of warming 
with air pumped in, that is, fresh as well as warm, and 
the more active removal of vitiated air through the 
smoke chimney." This species of fire-place here named 
we have already described and illustrated in Figs. 31, 
32, and 33. 

This system of under surface heating now under consi- 
deration can, where the structural arrangements of the 
house are convenient, be easily carried out, and the main- 
tenance is decidedly economical, as a very small amount 
of fuel will warm a large surface of floor. The heated air 
will also be more healthy than that obtained from the 
highly-heated surfaces of stoves, or hot-water pipes. No 
doubt, the position of some rooms will present greater 
difficulties than that of others, in the way of carrying out 
the system ; obviously, for example, in Uie case of rooms 
11 the upper floors of houses, as compared with rooms ou 
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the ground floor. But, even in tlie case of upper rooms 
in public buildings, the architect should have no great 
difficulty in designing the constructive details in such a 
way that the system of under surface heating may be 
easily carried out. With the wider spread adoption of 
fire-proof construction, as met with almost universally 
in certain districts of continental towns, greater facilities 
will be offered for the warming of buildings of all classes, 
by means of warm-air flues, as now suggested. 



CHAPTER IV. 

THE SMOKE NUISANCE IN TOWNS AND CITIES. 

From what we have said in the opening remarks of last 
chapter, the reader will see the close connection which 
exists between the subject there discussed and that with 
which this chapter concerns itself. We have in these 
remarks pointed out, while showing the importance of 
ventilation in a sanitary point of view, that it is not 
alone sufficient that means be taken to supply air from 
the external atmosphere to the interior of our dwelling- 
places, but that it is necessary to see that the air so 
supplied be in itself pure. And we have also pointed 
out the many sources from which atmospheric contami- 
nation is derived ; so numerous indeed, and so potent, 
that to get pure air to supply our houses with, is in 
some districts by no means an easy matter. Chief 
amongst the sources of atmospheric contamination is the' 
smoke arising from the countless chimneys of private 
dwelling-houses and public buildings of our towns and 
cities, and the mephitic vapours arising from the various 
idustrial operations carried on in many of our manu- 
5turing districts. And although these latter and most 
igerous vapours are not so plentiful in ordinary — i.e., 
manufacturing towns, or may not in some districts 
t with at all — stiU the smoke, even in its most 
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Innocent fona, as passing from tlie chimneys of private 
dwelling-houaea, when intenaified by the nnmber of 
chimneys — which form not the most inviting architec- 
tural feature of our populous towns — ia, if not dangerous 
to health, as positively and appreciably contaminating 
the atmosphere, nevertheless a nuisance, and one whiuh 
is greatly and justly complained of. But like nearly 
nil other nuisances affecting the sanitary condition of our 
towns, it involves a waste, and a large waste. From 
the imperfect combustion to which our coal is sub- 
jected, both in ordinary fire-placea and factory chimneys, 
a very large percentage is sent uito the air in an uncon- 
sumed state in the form of clouda more or less appreciable 
to sight — from the dense black of those passing from the 
factory, to tiie lighter ones which issue from our priyate- 
house chimneys. This smoke — so patent to our sight — 
ia in fact made up of particles of unconsumed coal, wliich 
w8 caU soot. And this soot descending in never-ceasing 
showers on the places below, involves another source 
of waste, in the injury it does to houses, furniture, 
goods in shops and warehoasea, and to linen worn on 
the person. No doubt this last source of waste will to 
some seem too trifling to be here named along with other 
Bourees of waste of greater — at least appareutly greater — 
moment. But it is not a trifling source of waste. Space 
does not here permit us to give the calculations which 
have been made of the money lost in one of our large 
manufacturing towns, not only from the eitra sums 
spent in extra washing of linen, arising from the fotd 
condition of the atmosphere, but from the deteriorutioii 
and rapid wearing out of the linen itself, arising from its 
being BO frequently washed. Viewing, however, the whole 
of the sources of waal*, and also the discomfort of the 
presence of soot in tlie atmosphere, arising from whatis 
called the "smoke nuisance," it is not to be wondered at 
that attempts have been made to lessen it during the 
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lust few years, bj rendering the prndHction of smoke Mn 
public works an offence punishable by fine — attempts, 
however, which have not beea so successful as the framer 
of the Acts — under the operation of which these fines 
are exacted — seem to have anticipated, when ihey were 
drawn up and passed. Smoke consumption, so far as 
the public works are concerned — for it will be long be- 
fore private houses can be brought under the operation 
of any Act — is an improvement yet to be carried out 
extensively and efficiently, notwithatanding the host of 
patent appliances which have been brought out, by the 
nsQ of auy one of which it is stated it caa be effected. 
The practical position of the question, however, ia, that 
the Acts are much more frequently broken througli and 
evaded than followed. 

But it is indicative of the difficulties which surround 
nearly all sanitary questioDS, that, in connection with 
this, the doing away with the black smoke nuisance, 
which ia generally looked upon aa an improvement in 
city life greatly to be desired, is by some looked upon 
aa no improvement at all; rather indeed a new source of 
danger to public health. In other words, it ia main- 
tained by some, that the black smoke arising from the 
imperfect combustion to which coal is subjected in all 
domestic and nearly in all industrial fire-places and fur- 
naces, is comparatively innocent ; that the more perfect 
the combustion is, the more deadly are the gases result- 
B>from it ; and that while the comparatively inno- 
gases ia black smoke are carried away from the 
! Eone of the atmosphere, the deadlier ones, the 
ta of more perfect combustion, have a tendeucy 
cend towards it. However much opposed this 
^ may be to the one which is popularly, and wo 
Ir.Almost universally, held on the smoke question, 
1|M involved possess so much interest in relatiui 
bik health, that we deem it right to glance a 
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them, in order to draw attention to a view of the subject 
which has been singularly overlooked, and which further 
investigation may yet prove to be correct. The point is 
indeed of so much importance that it should be fully 
investigated, for it is just one of the possibilities con- 
nected with the subject, that we may be legislating 
altogether in the wrong direction, looking for improve- 
ment where improvement is not possible. It is right to 
state that the view here referred to, namely, that black 
smoke — nuisance though in some respects it is freely ad- 
mitted to be — is safer in regard to the public health, than 
would be the products of a perfect combustion of fuel; in 
other words, "non-consumption" is safer than "consump- 
tion " of smoke. This theory was first promulgated in a 
paper read by Mr Spence of Manchester, before the Lite- 
rary and Philosophical Society of that town. Let us, in 
the brief remarks which we have to offer upon the subject, 
first glance at the process of the combustion in ordinary 
fireplaces and furnaces of coal, which is composed of sul- 
phur, carbon, oxygen, nitrogen, hydrogen, and ash — this 
last made up of silica, aluminum, oxide of iron, etc. 
This process is of a twofold character — distillatory and 
combustive — ^the first being that which at first takes 
place in burning coal; the second or combustive pro- 
cess comes into play only at the later stages of the 
operation. When fresh coal is put upon an open 
fire-place, already containing fuel, partly consumed, the 
whitish cloud, which is first seen to arise from the 
coals, is simply the evaporation of the moisture present 
in them. The pieces of coal next disintegrate or begin 
to crumble in pieces, and the vapour changes from a 
whitish to a yellowish colour. The products of this give 
rise to flame, which spreads over the surface of the 
coals. At this stage much of the carbon is given off, 
some of this in the form of carbonic oxide or acid, but 
the meg or portion in the form of soot As the tem- 
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peraturo increases, and air is largely admitted, tbe n 
Lcciimes red, ou the surface of which a hlue flame playi, 
this resulting from the combustion of the carbonic oxide, 
or its couferaion into caibunic acid gas. This stage 
marks that of true combustion, the products of which 
are sulphurous acid, arising from the combustion of the 
sulphur, and carbonic acid gas, arising from the com- 
bustion of the carbon. The process ia illuKtrated in tbe 
furnaces used in industrial operations, although, from 
their special construction, and the toll chimneys with 
which they are connected, it is much more rapid than 
in the open fire-place. Tbe products, then, of the 
consumption of coal in fire-places and furnaces under 
ordinary circumstances, wliich form the black smoke so 
greatly complained of — and which may be called the 
distillatory process — are nitrogen, water, carbonic oxide 
gas, carbon, as soot, sulphur, and carbonate of ammonia. 
" Of these constituents of the smoke, only one is of 
a character positively deleterious to health ; nitrogen 
gas ia purely negative, and is not altered by passing 
through the fire. The water needs no defence. The 
solid carbon, against which all the cry is raised, ia guilt- 
less of all deleterious effect on human health ; is one 
of the most auti-putresoent bodies ; and while floating 
in the atmosphere, does all that it can to arrest and 
destroy noicious and miasmatic vapours. Sulphur, again, 
in its solid form, is perfectly innocuous. The only 
Wectionable body b tbe carbonic oxide gas, This ia cer- 
ti-j poisonous, being eq^ual in that respect at least to 
!Uuc acid gas. It bos, however, this advantage, that, 
ft CArbonio acid gas has a specific gravity of 1'52, 
being I'O, the specific gravity of carbouic oxide is 
"""16. It is thus not only aided in its escape by the 
! diffusion, but its lightness always prevents it 
'flW tendency to descend to the human dwellings 
" Let us now glance at the results of the process 
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of perfect combustion, which creates no black smoke 
clouds, and is the state of matters so much wished for 
by the advocates of smoke consumption. We have 
already named carbon as one of the elements of coal, 
which is its largest constituents, there being 28 per cent, 
of volatile, and 58 of fixed carbon. When the coal is 
thoroughly consumed, the products are water, carbonic 
acid, and sulphurous acid, which are carried up the 
chimney, and ashes, which remain behind. Of these 
products, water is harmless, but the other gaseous bodies 
are highly deleterious to health. Carbonic acid gas being 
heavier than air, may be poured from one vessel to 
another ; and it lies insidiously at the bottom of wells, 
pits, vats, etc. ; and causes asphyxia in animals which 
enter into any place containing it. Hence, when it issues 
from a chimney, it tends to sink, from its greater weight 
than atmospheric air — in fact, to the strata of the atmo- 
sphere in which the inhabitants live. No doubt, the 
principle of diffusion of gases may prevent its producing 
those fatal consequences which it does when in a pure 
state ; but were thorough combustion completely car- 
ried out, as the smoke consumers desire, in large manu- 
facturing towns, this gas might be found mingled with 
the air the inhabitants breathe, in larger quantity than 
would be safe for their health. 

Sulphurous acid, the other gaseous product of the 
thorough combustion of coal, is also heavier than air, 
and even than carbonic acid gas; and, although com- 
paratively — some say positively — ^harmless to animal, it 
is certainly destructive to vegetable life. These, then, 
are the noxious gases which would be produced from 
the perfect combustion of coal, and from the consump- 
tion of smoke. It therefore seems a fair subject of 
inquiry, whether the dense volumes of smoke, which 
are vomited forth by our thousands of chimneys are, 
or are not, prejudicial to health; and, if prejudicial, if 



CHAPTER T. 

WATER, AND WATER SUPPLY TO HOUSES IN TOWN AND 

COUNTRY DISTRICTS. 

The supply of water of good quality to our houses, is 
a branch of sanitary science of the utmost possible im- 
portance, and is therefore worthy of the earnest attention 
which of late has been given to its details on the part of 
those interested in maintaining the health of our popula- 
tion. Still it is suggestive of our national indiflference to 
nearly all questions relating to public health, to note, that 
this attention has only of late years been given to the 
whole question. It is not long since, that in many dis- 
tricts in our large towns, water, if not dearer in a money 
point of view, was more difficult to be obtained by the 
poor than beer. Nothing, indeed, could be more melan- 
choly than the condition of such districts, in respect of 
water supply, as described in the reports published some 
twenty years ago. And, although matters since then are 
much improved, still it is evident, from what is still 
stated to be the condition of our large towns as regards 
their water supply, that very much has yet to be done 
before they can be said to have that supply — -first y re- 
gular ; second, abundant ; and third, of good quality. 

In offering the brief remarks on the subject which our 
space will admit of, we shall consider them under the 



three beads tiere named, taking them in the inv 
And first, then as to the good quality of water 

Conaideriag the many-sided aspects which all thi 
branches of sanitary science present, it is perhaps nO( 
to be wondered at, that all have givea rise to keen dis- 
cussions amongst scientific men, and the result ia such a 
diversity of opinion, that it ia sometimes exceedingly 
difficult to arrive at a conclusion as to which of the 
many views held by various parties is correct. The 
point now under consideration, namely, the quality of 
water, is no exception to the rule, as rule it may almost 
Biifely be called. What constitutes a pure water 1 and 
trhat inlluences are those which contaminate a water 
otherwise pure, or supposed to be pure! are questions 
which, to judge !rota the discussions amongst our scien- 
tific men, are not yet decided. Two samples of water 
may be taken, and if their good quality was to be judged 
by the eye alone, one would bo pronounced pure, the 
other impure ; and yet the one which pleased the eye 
lass, as being less limpid and clear, might be the purest 
in the sense of being the most healthy ; while the clearest 
water might, it partaken of regularly, be very prejudicial 
to health. The clear water may contun saline substances 
prejudicial to health, it may be contaminated by the 
action of lead, it may have absorbed gaseous impurities, 
or may have been rendered impure by putrescent organic 
substances, derived say from sewage water, or from pass- 
ing through soil impregnated with decaying organic 
matter. Hence the neceaaity to ascertain, as far as can 
be ascertained, by careful chemical analysis and physio- 
logical eijieriments, whether the water proposed to be 
nippUed to houses is likely to be prejudicial to health, 
or otherwise. We here, however, would point out the 
necessity of looking for aid, in this useful direction, to a 
quarter other than that of mere chemical investigation, 
namely, as suggested above, by carefully conducted 
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phyaiolugical e£periiuents. Fur, while chemical anali 
inaj show that a water coutaiiia certain constituents, it 
is not a tnilj scientific mcide of treating the subject, to 
assume that these will exercise a prejudicial influence 
upon the health of those who take them. It is just 
possible that a properly conducted series of trials might 
show that the waters thus condemned were healthy in 
their action. A very wide and carefully conducted range 
of experiments has yet to be made iu the double direc- 
tion of physiological, as well as chemical inquiry, before 
the question as to what constitutes a really pure and 
good water can be decided. 

The most popular and the most easily recognised 
standard by which to judge of the quality of water use- 
ful for domestic purposes, is that of its " hardness." 
Water derives its hardness from cert^un saline substances 
contained in it, of which the principal one met with is 
chalk (carbonate of lime), stucco or gypsnm (sulphate of 
lime), and common salt (chloride of sodium). These are 
met with in nearly all waters, and do not of necessity render 
them impure, in the sense of being unhealthy, but when 
in excess they render the water very hard. 

" The most important portion of the earthy salts," 
says Dr Clarke, a great authority on the water qnes- 
tion, " may be reckoned the bi-carbonate of lime. The 
whole salts present, whether earthy or not, may be dis- 
tinguished into two parts, according as they are neutral 
to test paper, or alkaline to test paper — the neutral por- 
tion, aod the unneutralised portion, The utmeutraJised 
portion consists entirely of bi-carbonates, tiose of lime 
and magnesia, which are the earthy bi-carbonates, and 
in some waters, those of potash and soda, whti^ are 
the alkaline bi-carbonates. The neutral portion conaiata 
of the neutral salts of earth and alkalines, such aa gyp- 
ftnm and common salt. Salts of iron occur also occa- 
Siututlly in waters that are in use. Such salts impart an 
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:y taste to the water, and they give a yellowish, tint 
to lime that is wnshed by the water coDtaiiiing them. 
They, too, produce hardness. Waters known as chalky 
are those having for their principal ingredient of impurity 
the bi-carbonate of lime. This is derived from chalk or 
limestone, the salt being changed from an iusoluble to a 
soluble one by a double amount or dose of carbonic acid. 
The earthy salts of magnesia, above noted as belonging 
to the most material of the earthy salts, are frequently 
present in minute quantities, with the bi-carbonate of 
lime. In some instances . . . the salts of magnesia 
are in so great proportion that a distinct and peculiar 
species of water is obtained. The neutral salts of lime, 
known as gypsum or sulphate of lime, act on water some- 
what in the same way as the bi-carhonate of lime, that is, 
render the water hard." 

The hardness of water is popularly recognised by the 
difBculty there is in making a soap lather with it, the 
salts in the water decomposiog the soap and curdling it. 
With soft water — that is, water in which no salts of lime 
are present, or, if present, only in minute proportions — 
the soap is not decomposed, and no curdling is produced. 
When soap, therefore, is curdled, it is for detergent pur- 
poses, whether of clothing or of person, just so much 
wasted. Hence the supeiior economy of soft water tor 
wsahing purposes, of which more presently. It woidd 
be easy here to give ample details showing the enormous 
outlay of soap in washing of clothes which the use of 
hard water entails, and its wasteful effects also in cook- 
ing. This popular method of testing the hardness of 
water has been taken advantage of by Dr Clarke of Aber- 
deen, ft gentleman whose researches as to the impurities 
and qualities of water are well known, and the result has 
been Ui extremely delicate test, which maybe used where 
it is desirous to know the exact rate of hardness of a 
certain quantity of water. This test consists in the use 
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of a solution of eoap, the strength ol which is accurnte^ 
ascertained. In proportion to the quality of tliia EoIutii>n 
required to form & lather with any quality of water, bo is 
itB degree of hardness. In the great majority of cases,' 
the hardness of water is caused by the presence of chalk 
(carbonate of lime) in solution. Br Clark of Aberdeen 
patented, some years ago, a method of freeing water from 
this impurity by a method as simple aa it is efficacioos. 
The fact that chalk is the principal ingredient in Lard 
water has, therefore, given rise to amethod of estimating 
the different degrees of hardness in different qualities of 
water, also introduced by Dr Clark. Thus, where one 
grain of chalk is found dissolved in a gallon of water, the 
hardness is said to be of one degree ; where two graius 
are dissolved in a gallon, two degrees ; and so on. 

This standard lias been, widely, if not universally, 
adopted in instituting comparisons between one quality 
of water and another, although it possesses certain defects 
which have led another standard to be adopted by tlie 
Begistrar General in drawing up these reports on public 
health with which we are all more or less familiar. This 
standard ia based upon the number of grains (degrees)' 
of carbonate of lime or chalk found in 100,000 groins of 
water. As this amount very nearly represents the num- 
ber of grains in a gallon, 70,000, the new standard is 
easily reduced to the old, or Dr Clark's, by simply multi- 
ing the degrees indicated by the new standard (tha 
■gtrar General's) by ten, and dividing the quotient by 
i.the result being the number of degrees according to 
md standard, or that of Dr Clark. In following up, 
investigation into the quality of water, so 
!S of hardness are concerned, it will be necea- 
nctly to understand by which of the stnudarda 
9 of hardness are ascertained, the differenoa 
a amounting to nearly one- 
difficult to decide the poini 



HABDNESS OF WAXES. * 143 

may be said to become hard. Much depends upon the 
purpose for which the water is to be used. If for drink- 
ing, a very hard water may be employed, and yet be c6n- 
sidered soft ; while, if used for washing purposes, it will 
in reality be very hard. If the water is to be used for 
washing purposes, or for certain manufacturing pro- 
cesses, for which soft water is best, inasmuch as the 
degree in which the water tends to curdle soap is the real 
measure of its value for these purposes, the best test by 
which to ascertain its value is unquestionably the soap 
test above described. When the water is to be employed, 
as in the case of supplies to towns, for all purposes alike, 
whether for cleaning houses, washing, cooking, or drink- 
ing; and seeing that the proportion of water used for 
drinking is very small as compared with the proportion 
used for the other purposes above naijaed, water with 
the least degree of hardness should be taken, if choice 
is given, which, however, is by no means always the 
case. An able authority on the subject states that, for 
general town purposes, a first-class water should not 
exceed five degrees of hardness, a " second-class water " 
from five to ten, and a " third-class water " ten to twenty 
degrees. 

But, in considering the hardness of water, a distinction 
should be noted, and this is, that a water may be hard 
from the presence of salts, which cannot be removed 
from it, which we would thus call a permanently or fixed 
hard water ; while it may be hard from the presence of 
salts, which can be removed, and which is therefore a 
water hard only under these circumstances, so that the 
hardness may. {j certain processes, be removed. Where 
the hardness of water arises from the presence of sul- 
phate of lime, it cannot thus be made soft ; but if by 
the presence of carbonate of lime or chalk, it may be 
made soft, either by boiling, or by the process of Dr 
Clarke, presently to be described. Boiling softens water 
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to a considerable extent, but neitber so quickly and' 
thoroughly as Dr Clarke's process. 

Soft water is, however, not only yaluable as being the 
best for washing, but as being also the best fur cooking 
|)nrp03eB. There can be no doubt of the fact — for it 
is fine baaed both upon practice and theory — that soft 
wa^c certainly eitracts much more quickly, and appa- 
rently more efficiently, than hard, the nutritive portions 
of meat, in which boiling is useful, and in extracting ths 
fall " natural value in infusions," such as tea and coffee. 
Not should the prejudicial influence of hard water, as 
stated by the great majority of medical men, upon the 
Le^th of the individuals regularly partaking of it, be over- 
looked. From the very earliest periods in the hbtory of 
medical science, authorities have noticed the deleterious 
influence npon the eystem induced by a continuous use 
of hard water. From the sick room, an eminent modera 
authority states that it should be rigidly excluded. Even 
with persons in good health, the use of it is said to be 
almost immediately marked, if they have been previously 
in the habit of using soft. For the purposes of personal 
cleanliness, we have stated that soft water is superior to 
hard. Few accustomed to use soft water will return to 
the use of liard, if they can at all do otherwise. " The 
extension of the practice of bathing depends ujion ita 
iigreeablencAS, and its agreeableuesB on the softness and 
"' J clearness of the water used for baths. Hardness in 
r not only lessens the pleasantness of washing, but 
IS and roughens the sklo. It has been remarked, 
^ England and America, that in such disCricta aa 
I natural supply of aof^ water, there is exhibited 
■ inhabitants a freshness of complesian not to ba 
S any hard-water district," 

11 casra, therefore, where opportunity ia afforded — 

B abriously will be more frequently had in rural 

1, than in town districts — provision should 
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be made to store up rain water. In the lowest homes, 
means should be adopted for receiving and storing it up. 
Gallons upon gallons of valuable soft water, in some 
towns, are allowed to go to waste without a single eflFort 
to retain a drop, while the inhabitants of other towns 
use all means to save it. 

As we have already named, Dr Clarke has introduced 
a method of softening water rendered very hard by the 
presence of carbonate of lime or chalk, which has been 
very successful : 

" To understand the nature of the process, it will be 
necessary to advert, in a general way, to a few long 
known chemical properties of the familiar substance, 
chalk ; for chalk at once forms the bulk of the chemical 
impurity, that the process will separate from water, and 
is the material whence the ingredient for eflfecting the 
separation will be obtained. In water, chalk is almost 
or altogether insoluble, but it may be rendered soluble 
by either of two processes of an opposite kind. When 
burned, as in a kiln, chalk loses weight; and, if dry 
and pure, only nine ounces will remain out of a pound of 
sixteen ounces. These nine ounces will be soluble in 
water, but they will require not less than forty gallons of 
water for entire solution. Burnt chalk is called quick 
lime, and water holding quick lime in solution is lime 
water. The solution thus named is perfectly clear and 
colourless. The seven ounces lost by a pound of chalk 
on being burned, consist of carbonic acid gas — that gas 
which, being dissolved under compression by water, 
forms what is called soda water. The other mode of 
rendering chalk soluble in water is nearly the reverse. 
In the former mode, a pound of chalk becomes dissolved 
in water, in consequence of losing seven ounces of car- 
bonic acid. To dissolve in the second mode, not only 
must the pound of chalk not lose the seven oimces of 
carbonic acid that it contains, but it must combine with 
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seven additional oiinces of that acid. In Buch 
combination chalk exists in the waters of Londoa- 
Bolved, invisible, colourlesa, like salt in water. A 
of chalk dissolved in 500 gallons of water, by 
ounces of carbonic acid, would form a solution 
sensibly different, in ordinary use, from the filtered water 
of the Tliaiaes in the average state of that water. Chalk, 
which chemiate cull carbonate ot lime, becomes what 
they call bi-carbonate of lime when it is disaolved in 
water by carbonic acid. Any lime water may be mixed 
with another, and any solution of bi-^arbonate of lime, 
without any change being produced. The cleameaa of 
the mixed solutions would be undisturbed. Not bo, 
however, if lime water be mixed with a solution of bi- 
carbonate of lime. Very soon a haziness appears ; this 
deepens into a whiteness, and the mixture soon acquirsB 
the appearance of a well mixed whitewash. ^Vhen the 
white matter ceases to be produced it subsides, and in 
process of time leaves the water above perfectly clear. 
The subsided matter is nothing but chalk" 

Such is the basis of the process. Hard water coiitaina 
chalk, in the form of a bi-carbonatc of hme. By the 
aildition of lime water, the chalk is precipitated, and the 
water left above is clear, colourless, and soft, not holding, 
in any sensible degree, cither a solution of quick lime or 
bi'Carbonate of lime. The process, in domestic arrange- 
mente, is easily carried out, by having a quantity of 
ordinary lime water in a well-stoppered bottle, using it 
i to Botten the water as required. Wherever the plan has 
1 been adopted, it has been successful. 

"r Holland, who softened the water supplied to his 
I, has stated that it paid for the expense of softening 
and over again, iu the mere item uf saving in tea. 

J proportion of lime to the water is one to thirteen. 

jugs may be used, one holding thirteen timea aa 

"t as the other. For each jugful (of the largest kind) 
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Tird water used, one of tbe small jugs of lima water ■ 
ia to be used. The chalk should be tdJowed to deposit 
itself at the bottom, and the supematunt liquor de- 
canted ofT. 

The foilowiiig ia Mr HoUand'a method of mixing the 
lime water with the water to be eoftened — the lime only 
haying to be supphed once or twice a month : " A jar is 
placed in the cistern, so that the top shall be on a level 
with the wnter line ; into this jar the quick lime is put, 
A zinc dish is placed on the top of the jar ; the water 
supplied to the cistern ia delivered to this ; a pipe in the 
centre of the dish conveys the water to the interior of 
the jar; in this pipe a notch is cut. The size of the 
notoi of the pipe should be so arranged, that of the 
water entering the zinc dish, only oae-thirteenth part 
enters the jar through the notch and pipe ; the remaining 
twelve parts enter the cistern through an aperture in the 
Hide of the zinc dish. The thirteenth part, passing down 
the notch in the pipe, mixes with the lime in the interior 
of the jiir. A pipe is carried to within a short distance 
of the bottom of the jar, and communicates with the 
cistern at the level of the toji. By this arrangement, 
while twelve parts of the water pass into the cistern, 
one part passes down to the jar, and is again delivered 
to the cistern, mixing with tlie bard water in the re- 
quired proportion, and softening it. In cisterns where 
this plMi is adopted, the water should be withdrawn by 
a tap placed at some distance above the bottom ; this will 
prevent the deposited chalk from being disturbed, while 
the water is being withdrawn." 

For drinking, hard waters are more agreeable to the 
palate than soft, water, but this does not arise, as is 
generally supposed, altogether from the eahne particles 
which give hardness to it, but chiefly from the gases 
which it contains. Some waters, notoriously polluted with 
sewage and organic matter, are found to be the most ngree- 
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able possible to the paliate, but this, from the fact that 
they contain a large per-centage of fixed gas. Water well 
" aerated " is always agreeable to the palate, being known 
as " sharp ; '* but this quality may be found in perfectly 
soft water, as well as in hard. Water not well " aerated '* 
is not pleasant to drink ; as, for example, water which 
has been boiled. This "aeration" of water is an im- 
portant point, and one which has not been sufficiently 
attended to in the discussion of the water question. 
While the presence of pure air, or "good aeration,** 
tends to make the water not only pleasant to the taste, 
but healthful to the body ; on the other hand, water 
subjected to an impure atmosphere, and thus being in 
a condition of " bad aeration," exercises a bad influence 
on the health of those partaking of it. Water pos- 
sesses a remarkable power of absorbing and condensing 
many of the gases placed near or in contact with it. 
This power of absorption is such, that it takes up many 
times its own volume. A very simple, yet conclusive, 
experiment as to this power may be made, by allow- 
ing a glassful of distilled water (free from all gas) 
to remain exposed to the air. If tested a few day's 
afterwards, it will be found to have taken up an appreci- 
able quantity of carbonic acid gas and oxygen. If placed 
under a glass jar, with sulphuretted hydrogen, the water 
will be found to have absorbed it. The carbonic acid in 
respired breath will be taken up by water, if passed 
through it by means of a tube. Dr Lyon Playfair gives 
a remarkable exemplification of the absorbing power of 
water. " One of my assistants," he says, " was making 
experiments with an oil which had the smell of the con- 
centrated urine of a male cat. The smell was insuflfer- 
ably offensive, and was so readily absorbed, that it was 
impossible to drink the water placed in the room. 
.... Every vessel containing liquid in the room soon 
became contaminated with this horrible smelL" The 
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ttie authority states that he lias not the least doubt,' ' 
that water exposed to an impure and noxious atmosphere, 
13 capable of absorbing noxious and impure matters, and 
in this way proving injurious to health. Dr Hassell has 
detected sulphuretted hydrogen in the water in cisterns 
placed above water-closets and privies. Eain water in 
the neighhuurhood of large towns takes up the gases 
Boating in the atmosphere. Thus Dr Angus Smith de- 
tected traces of ammouia in the raiu water falling in the 
neighbourhood of Manchester. According to Professor 
Hoflhian, 1000 gallons of water dissolve, 'at the common 
temperature, 46 gidlons of oxygen, 25 gallons of nitro- 
gen, 2600 gallons of sulphuretted hydrogen, 1000 gallons 
«f carbonic acid, 600,000 gallons of ammonia. This 
I&tter gas is that which escapes from the decaying matters 
and refuse filth retained iu the close courts and in the ill- 
cleansed distriets of towns ; the gas, under these circum- 
stances, always carrying with it vegetable or animn4 
matter in a high state of putrcscency. Dr A. Smith 
has gone very fully into the question of the aeration of 
water. The result of his investigations proves, as we 
have already explained in the opening paragraphs of 
Chapter III. ou Ventilation, that the impurity of water 
in crowded rooms, is not owing solely to the presence 
of carbonic acid, but really to the presence of organic 
matter in tlio air. Hence, another reason why water 
becomes so rapidly impure, if placed in close and crowded 
apartments. On this point we may sum up our remarks, 
by the following apposite matter from the report of the 
General Board of Health : " It stands, then, upon the 
evidence of common observation, and upon the testimony 
of the senses of taste and smell, that waters of the same 
source, and composed of the same chemical constituents, 
may be largely varied in quality, by exposure to different 
atmospheres ; and it rtats upon the evidence of n"--"— ' 
observatioii, that impute water taken into the sli 
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occasionally produces more sudden and violent effects, than 
impure air introduced into the system by the respiratory 
api^ratus. This may depend, in part, on the physiological 
fact that water taken into the stomach passes directly into 
the blood by venous absorption ; that it makes no selec- 
tion, but admits at once whatever is presented to the imbib- 
ing veins ; and in part also on the fact, that water being 
capable of holding in solution a greater amount of foreign 
matter than air, noxious matter may accumulate in water 
to a greater extent than in air. It may, indeed, be held 
as true, that they who drink water that has stood for a 
time, or been exposed in a town, drink town air, whilst 
they who drink water, brought direct from an elevated 
rund district, without exposure, are drinking country 
idr. There can be no doubt that certain gases deteriorate 
the quality of water — such as sulphuretted, carbonetted, 
and phosphoretted hydrogen. These are generally de- 
rived from decomposing substances, contained in the 
water. Sulphuretted hydrogen gas is generally in these 
cases produced by the decomposing organic matter react- 
ing on the sulphate of lime, or any other sulphate, which 
the water may contain, thereby engendering the sul- 
phuretted hydrogen. This gas, in its concentrated form, 
is highly prejudicial to life, and if introduced into the 
stomach, by the medium of water, acts injuriously on 
the health. A simple method of testing the water, in 
order to discover the presence of this gas, is to add a 
lew grains of the acetate of lead (sugar of lead) to a 
*""e glassful of the water. If a precipitate of a brownish 
r is produced, it is a proof that sulphuretted hydro- 
ists. The smell proceeding from bad water is pro- 
^j the evolution of this gas and the phosphuretted 
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what we have now stated as to the aeration of 

\ the readiness with which it takes up or ab- 

oriouft gases, the importance will be seen of so 
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placing cisterns for the storing up of water for domestic 
purposes — especially for cooking and drinking — ^that they 
will not be near the sources of such gases. This at once 
condemns the practice too widely — we might almost say 
universally — adopted of having the cistern near to the 
water-closet, or connected with the drains in such a way 
that the foul air from them can ascend to, and come in 
contact with, the water contained in them. No overflow 
pipe should be connected with the drains, if it can be at 
all avoided. The better way is to pass the waste water to 
the street gutter, where it will do good rather than harm 
in cleaning it. Should the time ever come when we have 
rainfall sewers as well as those for household sewage, the 
proper outlet for overflow of cisterns will be to these. 
The cistern, then, instead of being placed in a close, dark, 
and confined situation as it genersJly is, should be in a 
part of the house well lighted and ventilated, so as to be 
of easy access at all times, and as far as possible from 
the water closet. In another part of this chapter we 
shall describe the system of water supply which proposes 
to dispense with the necessity of having cisterns at all. 

But a water may appear pure to the eye, and be found 
agreeable to the taste, and yet be an eminently unhealthy 
water to be regularly partaken of. This may arise from 
its coming in contact with substances between which an 
action sets in, resulting in the formation of an unhealthy 
constituent, as in the case of the action of water upon 
lead — a material almost universally used to line cisterns 
with, and for service pipes — or impurities may be derived 
from organic substances, such as sewage matter allowed 
to pass into the water. 

With regard to the action of lead upon water, much 
has been written and said, and not always with the pre- 
cision with which scientific questions should be discussed. 
Viewing indeed the various opinions held upon the sub- 
ject, and held moreover by men all of them entitled, from 
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dii?ir i>(>sitioD in tbo scientific world, to givQ an opioi 
it is ratlior difficult to say whether lead, when present in 
WKtcr, acts so prejudicially upon its quality as has been 
Btnt<^ Possibly all that can be said is, that the balance 
of eviJcnce is more in favour of tlie opinion that water 
ftcted upon by lead does prejudicially influence ita qoali^ 
rather tJian that it doea not. It will, therefore, be right 
here briefly to examine the points connected vith the 
question. Air and moisture coming in contact with lead 
oxidise it more or less rapidly, and produces what ia 
called a hydrated oxide, when the lead has been in eon- 
tact with pure water. Alternate dryness and wetness 
ot the surface of the lead escites the oxidising influence 
to greater activity than when the lead is con-stantly covered 
with the water. The lead at the line of evaporation, or 
level of the water, is acted upon much more quickly than 
at any other part, hence if tie level is pretty constantly 
miuntained at the same point, the lead is rapidly eaten 
through or corroded at this line. The kind of lead also, 
or rather the uniform quality of it, seema to exercise 
an iuflnence upon the rapidity with which it is oxidised 
by air and moistiu'e. It would appear from recent inveati- 
gationa that the more homogenous the texture of the 
lead, or the more nnifonn ita quality, the lesa is it 
acted upon by the water. Lead, therefore, of difiarent 
qoalitiea should never be used to line cistema with. 
The mixture of tin with lead also favours the oxidising 
influence, hence it is that the lines of junction of the 
ihacta of lead, where the solder ia used, are always the 
I way under the corroding action. But 
me water is thua seen — ot at all eventa ia 
jroint has not actually been decided — -to 
S qualities of load, different qualities of 
nt ways upon lead. Thus, soft water 
DcUy tipon lead than hard, mote espe- 
Rmpuritiea are present^ aa they often 
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are present, in open lead-lined rain-water cisterns, where 
leaves, or small branches of trees, are blown or drop into 
them. But while soft water — and rain water is the 
softest of all — acts more quickly upon lead than hard 
water, this difference in the result of the action is 
si)ecially worthy of notice — namely, that the hydrated 
oxide of lead formed by the action of soft water upon 
the lead lining of the vessel in which it may be stored 
np, is insoluble, or merely suspended in the water, so 
that it can easily be remedied by means of filtration, 
and in water allowed to remain quiescent it subsides 
to the bottom. But water containing mineral substances, 
such as carbonate of lime, or alkaline substances, such 
as carbonate of potash or of soda, and therefore known 
as hard water, while acting upon lead much less quickly 
and decidedly than soft or rain water, 3delds a hydrated 
oxide of lead which is soluble, and therefore combining 
chemically with the water, cannot be removed by filtra- 
tion. Hence it is safer to trust to the use of soft water 
than to that of hard, where its action upon lead is 
dreaded. 

The presence of organic matter in water, whether aris- 
ing from decaying vegetable matter allowed to get in and 
to remain in it, or from coining in contact with sewage- 
soaked soil, or from the flowing of sewage matter into 
the well or cistern, has, as already been stated, a great 
influence on the action of the water upon lead in 
the formation of the hydrated oxide of lead. This 
arises from the presence of nitrous acid from the de- 
composition of the organic matter. Dr Medlock has 
shown that these nitrates can be, however, neutralised 
by simply placing in the water coils of iron wire or 
sheets of iron. 

If lead, then, as a material for lining water cisterns be 
rejected, the question is, what materied is the best to be 
used t In country districts, where the cistern is generally 

L 
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outside the house, and plenty of space can be given to it, 
stone or slate give the best material ; and of these slate 
is the best, as stone is found to be apt to favour the growth 
of the green confervae or weeds, and the softer the stone 
the more freely are the confervas developed on its surface. 
Slate slabs are now easily obtained of any. dimensions 
required, and a good cistern can be formed with them 
at moderate expense. But both slate and stone are bulky 
and heavy materials, and are, therefore, not suitable, or 
not so suitable, for cisterns placed in the interior of 
houses. Other substitutes must, therefore, be found. 
Zinc has been recommended as a good material for the 
lining of cisterns, but, although very light, it is in fact 
more easily acted upon by water than lead. Galvanised 
iron has also been much used, but recent investigations 
show pretty conclusively that the zinc present in the gal- 
vanised covering of the iron is also quickly attacked by 
water, especially water in which air and saline substances 
are present. Taking all points into consideration, we are 
inclined to recommend wrought-iron cisterns as the best ; 
and they are now being rapidly introduced into use. 
They are light, cheap, and, when well painted, last a long 
time. We would, however, recommend the insides of 
these cisterns to be coated with the tar composition now 
used so successfully for the lining of the large cast-iron 
pipes conveying town supplies of water. 

Seeing the action of water upon the lead lining of cis- 
terns, objection has naturally been made to the use of 
load service pipes. But the same objection does not ob- 
tain in their instance. The water as a rule does not re- 
main long in contact with the lead service pipe, as it is 
very frequently withdrawn for use ; and as we have 
already pointed out, the action of water upon lead is 
generally hastened by the alternate dryness and moisture 
to which lead in cisterns is subjected. This does not 
obtain in the case of pipes which as a rule are kept 
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always full. But, as prevention is better than cure, lead, 
service pipes are now made lined with tin. Fig. 46 
illustrates a section of a pipe of this kind as manu- 
factured on Haine's patent. The dark line indicates 
the position of the tin lining, which 
in fact forms an interior pipe of tin, ^^S- ^^» 

incased within one of lead. The pro- 
cess of manufacture is such that there 
is a close connection formed between 
the tin and the lead. These pipes can 
be worked and used with as much 
facility as lead pipes. They are much 
lighter — a pipe of f inch bore weigh- 
ing 2^ lb. to the foot, a lead pipe of the same bore 
weighing 4 J lb. — thus the saving of the lead pays the 
cost of the process of making, so that the new pipes are 
just as cheap as lead ones. 

But as in other departments of sanitary science, so in 
this, there is considerable diversity of opinion met with. 
Thus, while we have taken occasion to point out the 
value of soft water for the majority of our domestic pur- 
poses, and while showing, as we now have attempted to 
show, that soft water is not so dangerous — when affected 
by lead — as it is generally supposed to be, there are 
others who hold the opposite opinion. Thus we find 
those who strongly advocate the use of hard water in 
preference to soft, and while regretting that space does 
not permit of our going into a full discussion of the 
points involved in the question, we think it right to give 
the following extract from an article recently published 
in one of our scientific journals, and which conveys the 
j)ith of what has been said in favour of hard as against 
soft water : 

" The strongest point in favour of soft water is that it 
saves soap. No doubt this is a recommendation in large 
manufacturing towns, and the advocates of this deactl^ 
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tlon of wnter calaulate tlio saving in Glasgow frnm f 
item nlone at Bomething ennrmmis. These statementa 
must be received cautiously, particularly whwi it is bome 
in mind that the calculation is rather an abstruse one to 
arrive at, even approximately. The report to which we 
have alluded proves that, except on economical prin- 
ciples, there is no advautage gained by employing soft 
witter in many of the manufactories, and refutes the 
argument by showing that the great firms in Lyons, 
Amiens, Eheims, Eouen, always use hard water, and, 
what ia more to the paint, maintain that by its aid a 
degree of brilliancy of colour ia imparted to their pro- 
ducts, which they would not p<i6aesa were soft water em- 
ployed instead. The deleterious action of soft water 
upon leaden pipes is too well known to require commeat, 
and, as a rule, tliia description of water is far more bus- 
ceptible of contamination than the other. It absorbs 
gases more readily, assimilates organic matter with greater 
facility, and ia more liable to become unfit for use after 
being preserved in cisterns and reservoirs for any length 
of time. The Thames water may be circulated through 
leaden pipes or kept in leaden cisterns with complete 
Biifety. It ia true that water ciaterua in London are 
corroded, but this is due to the mud, which subsides 
to the bottom, and there ia no appreciable dissolution of 
lead in the water, which is the chief thing to be afraid 
of. As the process of boiling is a apeciea of purifica- 
tion fur every kind of water, we should be inclined to 
give the preference to hard water for the purposes of 
4rii]king, either soft or bard fur the kitchen, and aoft 

T take up the consideration of the other way in 
ter, otherwise pure and healthy, may be cou- 
4 by being mixed with the organic matter from 
<T from passing over or in contact with decaying 
as grav^twds, decomposing matter of 
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cesspools, privies, or from the organic matter derived 
from the decay of vegetable or animal organisms met 
with in certain waters, derived from lakes, reservoirs, or 
the like, or often found in river water. And .from the 
evidence of scientific research into this source of water 
contamination, as well as from reasoning from analogy, 
we are inclined to think that the unwholesomeness of 
water is much more dependent upon these sources of 
contamination than upon the saline substances found in 
it, and which we have already pointed out. Scientific 
opinion is fast becoming general in favour of this view, 
although — from what we have had occasion more than 
once to note, as to the diversity of opinion held in all 
the departments of sanitary science-the reader will be 
prepared to learn that there are those who think other- 
wise. 

As forming really the most obvious, if not the most 
dangerous, source of contaminated water supply, we take 
up the case of springs, streams, or rivers into which sup- 
plies more or less great of house or town sewage are sent, 
and from which water is taken for household purposes. 
We could cite numerous cases in proof of the evils arising 
from this condition of matters,, but we select the follow- 
ing indicative of general results in similar cases : 

" In the upper part of a city there was a severe out- 
break of dysentery and typhoid fever. A physician 
called to attend to some of the cases, set to work to find 
out the cause. On inquiry as to the water supply, he 
was directed to a spring on low ground in the midst of 
the settlement, so situated as to receive the surface drain- 
age. The water was pure and sparkling to the sight and 
the taste, and was loudly praised by the owner of the 
spring. A quantity put in a bottle and allowed to stand 
a few hours, threw down a thick sediment of most oflFen- 
sive matter, which, on being tested, was found to be as 
purely excrement as if it had been taken from a privy. 
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The people ceased to use. this water^ and the epidemic 
ceased at once.'' 

** In a neighbouring village," says an American writer, 
" typhoid fever broke out, and prevailed with great vio- 
lence in a given locality. Search was made for the cause 
by the attending physician, but in vain. They appealed 
for aid to the health authorities of New York, and an 
expert officer examined the history of the outbreak and 
the locality, and predicted that a certain hydrant, which 
supplied the victims with drinking water, communicated 
at some point with house drains or the street sewer. The 
"^Vater-pipe was examined, and at a distance from the 
hydrant a house drain was found leading into it at a 
point where they traversed each other. The repair of 
these pipes was the cure of the endemic. 

" While visiting in an interior township of this State, 
famous for healthfulness and the beauty of its scenery, 
I became interested in the history of a family which was 
suffering from typhoid fever. Of eight members, five had 
perished, and one was then fatally sick. On visiting the 
locality, the house was found situated on an elevation, 
and all its surroundings were admirably arranged for 
health. One could readily believe the statement that 
there had not been a case of sickness in the house for 
twelve years. The following history of the present sick- 
ness was given : A few weeks before the fever appeared, 
the pump in the well broke, and the fanner being driven 
with his work, neglected to have it repaired. Meantime 
the servant brought the water from a spring at the foot 
of the hill, which soon became low, owing to the drought. 
He then resorted to a small brook, and from this source 
the family were supplied for two or three weeks. This 
stream higher up ran through several farm yards, and 
received the surface drainage. The first symptoms of 
X)ison by this water was slight nausea and a mild 

>rrhoea. After several days, typhoid fever, in its worst 
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form, was ushered in. Of the entire family, but two 
escaped an attack, and they did not use the water. An 
examination of this water revealed a sediment of excre- 
mental matters." 

Little indeed is, we think, necessary to prove that 
water having mixed with it organic matter of a highly 
offensive kind cannot be healthy, and in view of the evils 
arising from this cause, more or less decided according to 
circumstances, it is of high importance that some method 
should be at command by which to ascertain whether a 
water is really rendered impure from the presence in it 
of organic matters ; and if so, to what extent. The im- 
portance of this led the Eegistrar-General to ask Dr 
Frankland, the eminent chemist, to investigate the sub- 
ject, and the result of his labours in connection with it 
was the discovery of an analytical method, by which the 
fitness of a water for domestic purposes could be ascer- 
tained. The following, from " Engineering," is an ac- 
count of this method : 

"Directing his attention chiefly to the amount and 
nature of the dissolved organic substance, to the con- 
sideration of which it has long been perceived that the 
question of wholesomeness is Hmited, he (Dr Frankland) 
first ascertained, and proved, that the results obtained by 
methods then in use were either defective or erroneous, 
and, in reality, afforded only an increased facility for 
guessing whether water was wholesome or not. To meet 
his difficulty. Professor Frankland devised a plan by 
which carbon and nitrogen, the two most important con- 
stituents of the organic substance in water, could be de- 
termined, and, guided by the fact that, so far as the 
nitrogenous animal substances introduced into water by 
sewage contamination might remain undecomposed, they 
were most likely to communicate unwholesome charac- 
ters, he made those determinations the basis for judging 
as to the quality of water. He also supplemented that 
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pkn by a. determination of tlie nitrogen present 
water aa nitrites, nitrates, and ammonia; for, aiac 
ate the products into which the nitrogenous animfd 
stances in sewage are converted by the self-puriif 
action of the flowing water with which it is diluted 
river, their amount would indicate the estent to nbich 
the purification had advanced. By this means four re- 
sults were obtained ; in the first place, the total amount 
of combined nitrogen in the water would indicate to some 
extent, the original sewage contamination, when the 
amount of combined nitrogen in sewage was taken into 
account. Of that total amount of nitrogen, the portion 
existing in undecomposed organic substance would be a 
measure of the sewage admixture wliich had not under- 
gone conversion into products of a harmless nature, and 
it would serve to indicate the relative degrees of purity 
and wholesomeness of the water. If the amount of thia 
organic nitrogen in water did not exceed ^(fth of a gnun 
per gallon, corresponding to an unaltered sewage con- 
tamination of about '5 per cent., such a result might be 
disregarded as being little above the average amount of 
eiperiraental error; but in the event of larger amounta 
of organic nitrogen being found, there would be good 
reason for suspecting the quality of the water. A fur- 
ther indication of the degree of purity is famished by 
ascertaining the amount of ammonia, which is a product 
of p utrefactive decomposition of the animal substances in 
go, and in water of good quality this sbould not 
Mt to more than about ^J^th of a grain per gaUou. 
■timation of the nitrogen existing in the stats of 
f and nitrates does not afford any direct indication 
e quality ot water, but it is useful chiefly in re- 
t(he probable history of the water, and the extent 
b the nitrogenous animal snbatauces of the aa\ 
Ere with -which it may have been previously 
' have undergone conversion into thoEe ^ 
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9 products. At the same time, if the presence of 
veiy large amount of nitrogen in this form indicatea a 
considerable preTioua sewage or manure contamination, 
amonnting, say, to 5 per cent, or more, there is then 

won to BUapect the quality of the water, since there 

>uld be a possibility that some of the deleterious con- 
tents of the sewage admiitnre might still remain in the 
water, and be capable of causing mischief. If, at the 
e time, the water contained much organic nitrogen, 
there would be ample reason for declaring it unfit for 
dietetic use. Apart from certain minntiffi in the shape 
of corrections to allow for ammonia, nitrites and nitrates 
originating from rain water, these are the chief features 
of Dr Frankland's method of determining the quality of 
water, and it is beyond question the only one yet devised 
that has been tested on any considerable scale, and that 
has been found capable of indicating, with any claim to 
sdeDtifio precision, the history and actual condition of 
water intended for domestic use." 

Dr Stevenson Macadam, the well-known chemist of 
Edinburgh, who has paid great attention to the water 
question, states that " the line must be distinctly drawn 
between non-pntrescent organic matter and that which 
is putrescent. Marshy places impregnate water with 
putrescent matter, and hence marshy waters do not be- 
long to the same class as peaty waters. There is a de- 
- cided difference in the relative properties of the gases 
dissolved in such. Animal impregnations from sewage 
or highly manured fields form the most dreaded coa- 
tainination, atid yield waters which, though clear and 
sparkling, and cooling and refreshing, are yet most un- 
wholesome and deadly. The quantity of non-putrescent 
organic matter in the present Edinburgh, the South Esk, 
the Heriot, and the St Mary's Loch waters, is close on 
twt^-thi^ds of a grain in the gallon, and there is praoti- 
cally no difFirence between them. The gasea dissolved 
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waters form one of the best guides as to the quality of 
the water. The carbonic acid varies in quantity accord- 
ing to the hardness of the water, when such is due to 
carbonate of lime (chalk), and the proportions of oxygen 
and nitrogen should be nearly as 1 to 2. Where putres- 
cent matter is found in waters, the proportion of oxygen 
decreases to 1 to 3 or less, and such indicates positively 
unwholesome qualities in the water. The vegetable and 
animal life found in all wholesome waters is the same. 
In all natural and artificial reservoirs fresh water algae 
are found adhering to the stones in the quiescent parts, 
and where the stones do not roll over each other. Every 
Highland or lowland loch, and every pond in the Pent- 
land Hills, is an illustration. Take Loch Katrine or 
Loch Lomond, Loch Lubnaig or Loch Earn, Loch Vena- 
char or Loch Achray, Lochs Menteith, Chon, or Ard, and 
the Pentland ponds, especially Loganlea, Glencorse, Club- 
biedean, and Torduff, and in even comparatively sheltered 
spots, the stones are covered with the same vegetable 
algsB. Similarly, in St Mary's Loch, where at the north 
side the algae may be observed, whilst at the east and 
south sides, where rolled pebbles are prevalent, little 
vegetable growth is noticed. The same algae cover the 
stones in the more quiet-running parts of streams, and 
are not found in the streams where the current is greater. 
These fresh- water algae are more evidence of the purity of 
the water than of impurity. The animal life visible in 
fresh waters consists mainly of minute organisms about 
the size of a pin-head — minute crustaceans, principally 
Daphnia pulex and Cyclops quadricornis. At the sides 
of all lochs and reservoirs you can pick up larvae of in- 
sects, water-scorpions, and other animal forms, which live 
ill-shore ; but the so-called water-fleas are denizens of the 
water, and are found in all lochs and cisterns which con- 
tain fresh, wholesome water. They are also present in 
e more quiet-running parts of streams. They are never 
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found in waters containing putrescent matter. The 
cjclops is the true common flea, and during the warmer 
months is found very abundant in every pond in the 
Fentland Hills, as well as in smaller numbers in Loch 
ELatrine, Loch Lomond, and St Mary's Loch. The 
daphnia keeps nearer the shore, and is found most abund- 
ant where the fresh-water algae grow most luxuriantly, as 
on the embankment at Clubbiedean. The living vege- 
table organic matter apparently forms good feeding ground 
for them. The fleas are very delicate organisms — a small 
amount of alcohol added to the water kills them at once, 
a temperature of 100° Fahr. is equally destructive, and 
any decrease in the proportion of oxygen dissolved in the 
water, at once causes their death. The insertion, for a 
few hours, of a cork or stopper in a bottle containing 
water with fleas is sufficient to stifle them. They can 
only live in thoroughly aerated and pure waters ; and 
when partaken of in water, it is impossible they can live 
in the animal system." 

The investigations recently made by Dr Frankland 
seem to us of the utmost possible importance, for they 
point not merely to the contamination of water arisiiig 
from " putrescible " matter in it, but to other sources of 
contamination not at one time ever dreamed of as exist- 
ing, and of which even yet we do not know much. 
Enough is known, however, concerning them to lead us 
to the conclusion that we have yet much to learn in con- 
nection with the " water question." What these recently 
discovered, or presumably discovered, sources of con- 
tamination are we shall presently notice, meanwhile ofler- 
ing a few further remarks upon the subject of sewage 
contamination. Dr Frankland maintains that water once 
contaminated with sewage matter, even if purified subse- 
quently by filtration in the most perfect way attainable, 
if not positively dangerous, is "still unsafe " to be used. 
Dr Odling, another eminent chemist, on the other hand. 
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holds views exactly the reverse of those of Dr Frankland. 
He says : " After a large practical acquaintance with the 
subject as it is observed in the principal streams and 
rivers of England, I have arrived at a very decided con- 
clusion that sewage, when it is mixed with about twenty 
times its volume of running water, and has flowed a dis- 
tance of ten or twelve miles, is absolutely destroyed, the 
agents of destruction being infusorial animals, aquatic 
plants and fish, and chemical oxidation.'' He founds 
this opinion on "many considerations, and especially 
from the fact that the undefecated sewage, etc., discharged 
into the Thames above the source of the present water 
supply, is not recognisable in the water at present sup- 
plied.'' 

So far as the "infusorial" agents are concerned as 
tending to purify the water — which Dr Odling main- 
tains they do — in which sewage has been present, a well- 
known authority puts the matter very suggestively thus — 

"The sewage being destroyed, are the * infusorial 
animals' destroyed also? Reasoning by induction, we 
have every reason to believe that animal organisms exist 
outside the range of microscopic? vision. Dr Letheby 
(who agrees with Dr Odling in his view of the question) 
may see nothing, and yet something may exist — some- 
thing which lives and possesses powers antagonistic to 
human life. There are animal organisms so minute, that 
to them the pores in a piece of chalk are like the tunnels 
in a hill side to a railway train. By their minuteness 
they defy filtration, and such is their tenacity of life that 
certain species will outlive the process of boiling. The 
futility of filtration is shown by actual experiment, per- 
Tormed by Dr Frankland. One volume of the rice-water 
ivacuations of a cholera patient was mixed with 500 
olumes of distilled water. Dr Letheby would apparently 
satisfied with a twentyfold admixture of ordinary 

ter. It is true that Dr Frauklaud did not send 
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mixture niniiiiig for ' a distance of t«n ot twelve 
liiiles,' But be did Bomething else. In the first pkce, 
Le paaaed the mixture through filter paper. Before 
its filtration the liquid was opalescent, and so it re- 
iiiftined afterivards. In this state 100,000 parts of the 
filtered liquid, when submitted to the action of potassic 
pemutnganate, required '0^30 part of oxygen for the 
oxidation of the organic matter contained therein. The 
arersge amount of oxygen required to oxidise the organic 
nuitter contained in 100,000 parte of filtered Tlutmea 
water, as supplied to the metropolis, is '0724 part. 
Thos, according to the potaasic permanganate test, the 
dilated rice water was far purer as regards organic 
matter than the water ordinarily drunk by the inhabi- 
tants of the metropolis. ' In fact,' says Dr Frankland, 
in his report of these experiments, ' it may be safely 
asserted tJiat the addition of cholera rice water to the 
water of the Thames, in the proportiou of 1 to 1000, 
would not materially affect the results of a chemical 
aoalyeis of the water.' In the next place, Dr Frankland 
took the filtered liquid, and passed it rapidly through 
animal charcoal. The opaleacaiice was thereby further 
diminished, but not entirely removed. The organic 
matter still remaining in 100,000 parts required only 
■0103 pact of oxygen for its oxidation. Dr Frankland 
Bums up by saying : ' The foregoing experiments show, 
fiist, that water may become seriously contaminated with 
choleraic matter, without the presence of the latter heii)g 
indicated by chemical analysis ; and secondly, that water 
BO contanunated is not completely deprived of this im- 
purity either by filtration or passage through aninial 
charcoal.' Experiments by Professor Thiersch and Dr 
Saimderson show that paper saturated in cholera flux, 
and dried, when eaten, produces the disease in a trans- 
miwibla form in mice. ' The fresh flux the first day 
•fter exposure in the air is almost inert, on the second 
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day it grows more active, on the third it U at its 
mum of activity, ia lesa and leas active on the fourth and 
fifth, aiid becomes inert on the sixth day of transforma- 
tion.' Of 148 mice experimented on, 96 showed co 
symptoms, 53 were affected, and of the latter 31 died. 
It ia remartablo that on a second occasion, when the 
thermometer had fallen from 66° to 49°, the experiments 
fwJed. One circumstance which increases the danger ia 
the law observed by cholera, in common with other 
Kyraotic diseases, whereby the mildest type ia capable 
of communicating the disease in its most malignant form. 
Thus the most virulent cholera matter is producible from 
patients who are seemingly only attacked with diarrhcea. 
Experience also shows that water poisoned by sewage ia 
capable iif propagating cholera, even though the water 
be boiled and drunk in the form of tea. Cholera flux ia 
of liiw specific gravity, and sinks very slowly in wiiter, 
Dr Hassall describes the deposit, when aeen under the 
microscope, as consisting of 'innumerable mucous cor- 
puscles, globules of oil, and myriads of vibriona." Pacini 
has found that the germs of vibriona are leaa than the 
25,000th of an inch in diameter ; so that, if heaped in 
a maaa, there would be as many as 15,625,000,000,000 
germa in a cubic inch. ' Allowing for interspiices," aaya 
Dr Fnrr, 'it is evident that a cubic inch might hold 
millions of cholera particles, and one cholera patient 
might diaaeminate in water millions of milliona of zymotic 
cules.' Dr Farr notes an essential difference be- 
zymotic venom and a metallic poison like araenia 
""mer varies in its power from day to day, while 
* lemains the same. The infection power of the 
T^nid grows and declines by a law of its own ; 
^iitep which on one day is poisonous, may a 
Eltorwarda be harmless. Such is the nature of 
St which may be said to threaten the water 
the Thames. The analyaia of the London 
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waters shows the presence of nitrates, and we cannot be 
assured that animal organisms of a dangerous -type will 
not sometimes accompany these compounds. Farmyard 
manure, as well as town sewage, if applied in excess, is 
capable of so impregnating the land that its drainage 
shall afifect the river. Clearly the utmost care ought to 
be taken to exclude impure fluids and other offensive 
matter from the Thames." 

And what is true of the Thames is equally true of 
every river and stream under similar circumstances. 
Certainly, taking all things into consideration, it ap- 
pears to be unmistakably a wrong thing to draw the 
supply of water for house consumption from rivers, or 
any other source of supply into which sewage matters 
are passed, and while or shortly after these matters are 
fresh, or in a highly putrescible condition. And so far 
as taking a supply from these rivers at a point a con- 
siderable distance down from that at which the sewage 
^natters have been delivered is concerned, although the 
purifying influences, which Dr Odling names, may be 
as powerful as he believes them to be, still, in view 
of the fact that other authorities hold views opposed to 
his ; and in view further of this, that, in reality the 
points involved are by no means settled conclusively, 
and the inference, which may be fairly drawn, that 
poisonous matters once put into water must always be 
so far present as to be a source of danger more or less 
active, but still to a certain point active — ^it appears to 
be the best thing to err, if one is to err at all, on the side 
of safety, and not partake habitually of waters which have 
once contained sewage, however pure they may appear 
to the eye, and however agreeable they may be to the 
palate. Microscopic observation of water, supposed to 
contain organic impurities, has been successfully adopted 
by Dr Hassall. The occurrence of the vegetable species 
and animalculsB is, he says, an infallible proof of the pre- 
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the liquid dropped from the filtering soil " so colourless 
and inoffensive that it might be even tasted without 
disgust. It was in fact a mere solution of various salts 
of lime." It may be worthy of notice that this deodoris- 
ing process can be effected without incurring the trouble 
of filtration, by merely stirring up the liquid and the soil 
together ; when the latter subsides, the solution will be 
found devoid of colour and smell. 

Charcoals act both mechanically and chemically, chiefly 
in the latter way. Of the two kinds of charcoal used, 
animal and vegetable, animal is by far the most powerful. 
When used to filter urine, the result has been a perfectly 
colourless fluids quite free from smell ; while the same 
urine passed through vegetable charcoal had left in it a 
slight tinge of colour and a slight smell. But where 
animal charcoal cannot be obtained^ vegetable should be 
used in preference to none. 

" Dr Letheby says animal charcoal possesses the power 
of bringing the oxygen dissolved in the water into chemi- 
cal union with organic matter, and so destroying it, 
especially when the organic matter is in a state of decay 
and in an unwholesome condition. A certain time is re- 
quired to allow the water to remain in contact with the 
charcoal ; it must be in contact for a minute at least. A 
cubic foot of animal charcoal weighs from 50 to 52 lbs., 
and holds within its pores four gallons of water ; and, 
therefore, allowing one minute for contact, water could 
not be filtered through it at a greater rate than four gal- 
lons per minute per cubic foot. The thickness of the 
charcoal bed is of little moment ; it is the quantity of 
charcoal to the quantity of water that is to be considered. 
It is found that water cannot be forced through a filter 
containing 80 lbs. of animal charcoal^ so as to be effec- 
tually purified, at a greater rate than 400 gallons a day, 
whereby the water is in contact with the charcoal, on the 
average, during a working day, for six or seven minutes. 
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For house ciHtema animal cliarcoal is veiy valuabl 
is & safeguard against tlie presenco of organic imp 
in water. Dr Krankland agrees with Dr Lethebj 
aniniBl charcoal, but saya that vegetable charcoal i 
in its action on organic matter." 

The majority of the numerous varieties of filters ■ 
for domoatic use are formed chiefly with layers of : 
charcoal. Perhaps the beat form is that introdB 
the London and General Water Parifj-ing Compan 
Strand, London, in which the charcoal is used in th 
form designated by the patentee aa " aUicated es 
The mode of uaing the filtering subatanc 



very ingenious, and consists, £ 



in Fig. 47, in j 
the filter inside the 
of supply — the cis 
and so arranging i 
every drop of watei 
be purified before 
drawn for use. "Tl 
tern adopted is slic 
the annexed cut ; it 
Danchell filter, wt 
filled with animal charcoal, and operates by bsci 
currents. By this means the suspended impuriti 
separately precipitated outaide the filter, whilst 
only which are held in solution pass into the fi 
medium. The water becomes purified from thesf 
iu the act of ascension through the animal charcoa! 
this arrangement it will be seen that the meohani 
purities, which would otherwise clog the filtering mi 
are not allowed to enter the apparatus, a point o 
great importance in connection with its dnrability, 
, WBtem further affords the greatest facility for rei 
'uoae impurities which are held ia solution in the 
'liad which are intercepted within the filter." 

Wool acts purely aa a iuechanic;illy arresting age 
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great advantage it possesses being the retention of its 
porosity for a great length of time, even when highly im- 
pure water is passed through it. The same remark applies 
to sponge, which is used sometimes as a filtering medium, 
and to layers of flannel, although in a modified degree. 
The speed with which filtration is carried on is a matter 
of some importance. On this point it may be noted 
that the best mechanical filtering media act the slowest, 
the worst the quickest. Sand as a filtering substance 
acts both mechanically and chemically. It is to Dr 
Angus Smith that we owe the discovery that sand acts as 
a chemical as well as a mechanical purifier of water. 
** Its power chemically,** he says, "is really very great.** 
Sand acts chemically upon water which contains much 
organic impurity by forming nitrates, to which we have 
already drawn attention, and arresting them, so that 
they can be removed. Sand as a filter is powerful only 
in proportion to its bulk or cubical contents ; a goodly 
quantity of it is therefore required if used alone. It is 
of importance to have the sand itself, which is used as a 
filtering material, free from impurities ; for although 
some sand is clean — that is, free from organic impurities 
— other sands have much impurity present in their bulk. 
Sand of inferior quality may be rendered fit for use in 
filters by washing it, as thus : "Fill a bucket about three 
parts full of the purest water you can obtain, add a suffi- 
cient quantity of the sand to be cleaned till the water is 
raised to the edge of the bucket. Stir the whole well 
together, and let it thereafter remain quiescent for a few 
minutes. After subsidence of the sand, pour off the 
water. Repeat the process till the water comes off quite 
clear. Sand is best used in filters where the course of 
the water is downwards.** 

We now come to the second point of importance in 
connection with the water question, named in the intro- 
ductory remarks at the beginning of this present chapter 
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— tianiely, that the supply should be abundant 
deal has been written upon this point, but it appears to 
be pretty generally conceded that the minimum quantity 
per head of the population per day should be twenty-five 
gallons, although by Bome this ia held to be quite insuffi- 
cient, and who maintain that double the quantity should 
be allowed. In Glasgow, which may be taken aa a fair 
type of a city well supplied with water, the number of 
gallons sent into the city per head per day is S4 ; but 
from this haye to be deducted four millions of galluna 
used by various trades, leaving for domestic purposes and 
for waste 45 gallons per head per day. The words here 
used, " and for wnate," indicate a very suggestive circum- 
stance in connection with the water supply of towns, and 
the alluivance made for it shows on examination that the 
quantity of water really required per day by eaoh indivi- 
dual would be greatly lees than even 25 gallons if no 
water was wasted. But in all towns the quantity of 
water wasted ia greater than that used ; at all events 
huthoritiea put the amounts down as equal. In Glasgow, 
for example, out of a supply of twenty-three millions of 
gallonB, no fewer than eleven millions are wasted. 

No doubt there is this to be said in favour of waste, or 
rather that the excess of supply over what the inhabitants 
absolutely require foe domestic purposes is not waste at all, 
but that it serves a useful purpose in being sent into the 
drains and sewers, tending to cleanse tliem from accnmn- 
g poisonous matter. The truth of this statement we 
see when we take up the subject of drainage and 
ge in the aacceeding diapter. Meanwhile, be it tnu 
i, the point is abundantly evident to those who &r9 
^acquainted with the habits of the people, especially 
er classes, that a vnat quantity of water ia ab- 
asted, that ia, not uaed for the purposes foi 
9 supplied. Much of the power t 
le, in niiiny instances, defective wa 
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water appliances, as cisterns, taps, etc., are constructed 
and arranged ; and much has to be done in this depart- 
ment of house construction before it can be said that all 
its details are characterised by care and efficiency. Waste 
may in great measure be prevented by the accuracy with 
which taps, hydrants, etc., are made, so as to admit of no 
leakage, and to ensure their keeping in repair for long 
terms. There are also appliances which can be attached 
to cisterns, and taps at the sink, by which waste can be 
greatly prevented. The following is a brief description 
of a " water- waste preventor," as applied to a cistern, 
which is divided into two compartments — " a larger one 
into which the water is received, and from which it is 
shut off when full by the rising of a floating ball at the 
end of a lever, and a smaller one into which water is ad- 
mitted from the larger compartment, the two plugs clos- 
ing the outlets being so connected that both outlets 
cannot be opened at the same time, but that when one is 
opened the other is by the same motion closed, so that a 
continuous flow of water through the cistern cannot take 
place.'* 

Waste may also be prevented— or at least people may 
be coerced into being more careful about the matter of 
waste — by consumers having to pay for all the water 
they have to use. In this case the supply is measured 
by means of water meters. These are of two kinds, 
" the one, those which measure positively, and the 
other those which measure inferentially. The positive 
water meters measure by the cylinder full, the piston 
which is driven by the pressure of water through 
the fixed length of the cylinder registering each stroke 
as being the quantity of water displaced by its 
motion. The inferential meter is on the principle of a 
Barker's mill — ^that is to say, the revolution of a spindle 
is caused by the unbalanced pressure of water within 
radial tubes which have holes on one side only, the pres- 
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sure due to the area of the hole being transferred to the 
opposite side of the tube, causing it to recede from the 
direction of the hole with the velocity due to the head of 
"water and area of orifice. To bring this principle into a 
practicable shape, the water passes down a funnel and 
outwards through curved arms, the areas of whose out- 
lets are proportioned to the quantity of water to be regis- 
tered at each revolution, and inasmuch as the number of 
revolutions would increase with the pressure of water, 
and therefore register more water under great than under 
small pressures, vanes are attached which, by meeting* 
with a greater resistance under a rapid than under a slow 
velocity, retard the motion in the same ratio as the greater 
head of water tends to increase it, thus registering the 
same quantity under all pressures. By these means, and 
by minute attention to the perfection of manufacture of 
every part of the machine, great accuracy is attained ; 
the meters are, indeed, guaranteed to register accurately 
within 5 per cent." 

It is to be regretted that in many towns where 
water meters have been supplied to consumers, that 
grievous complaints have been made by them as to 
the inaccuracy of registration secured by certain meters, 
inaccuracy leading to grave doubts as to whether 
charge was not being made for water which had never 
been supplied to the consumer. This may have arisen 
from defects either in the apparatus or in the inaccu- 
racy with which its parts were made and put together. 
And it is only right to state that, in the opinion of some 
Tfiechanics, a water meter really trustworthy in its indica- 
"^ns has yet to be invented ; that some of those intro- 
ced into practice are far from reaching the standard of 
Section, are, in fact, as likely to indicate against the 
ipany supplying as against the consumer purchasing, 
teful habits, in whatever direction, are dangerous 
8, and it would be well if, to the ordinary lessons of 
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the school, could be added some bearing upon the morality 
of the question involved in them. But we have, in our 
second chapter, oflfered remarks already upon this sub- 
ject, while writing of the care of house property, so that 
we need not here further enlarge upon it. 

The sources of supply of water are — first, rain water ; 
second, spring or well water ; third, river or stream ; and 
fourth, the catch-water of hilly districts and of rural dis- 
tricts. We have already pointed out the value of rain 
water for many if not the whole of domestic purposes, 
and from this will be seen the importance of providing 
means by which the supplies obtainable may be stored 
up for use. The saving of rain water will obviously be 
carried out more easily in the case of country and sub- 
urban than in that of town houses. Nevertheless, by far 
the greater majority of houses present facilities more or 
less readily available for the intercepting and storing up 
of the rain water which falls on the roof. To allow it to 
go to waste in the case of suburban and country detached 
houses, is a waste for which there should be no excuse 
offered. 

Where water, as rain water, is stored up in under- 
ground cisterns, by far the best material to use is Port- 
land cement concrete. Of the form which may be given 
to the tank, the square, rectangular, or circular, the cir- 
cular is the strongest, although with the use of the Port- 
land cement concrete, the rectangular may be adopted, 
as the framing required to form the mould for the con- 
crete will be more easily made than that required for a 
circular tank. 

It will be well here to give a sentence or two as to the 
quantity likely to be obtained on an average from roof 
surfaces in suburban and rural districts, where the storing 
up of rain water will be a much more simple operation 
than in crowded towns, especially where the " flat " 
system, as in the n6rth of the kingdom, is the rule. A 
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French writer on the subject has a theory which * 
inclined to think nearly correct, that the " rainfall " of « 
country yields an ample supply fur the wants of the in- 
habitants. In rural districts the "well" is the chief, 
and. in many places the only, source of supply, Thia 
often not ouly runs dry, but the supply ia not of good 
quality, being frequently subject, especially in the case of 
houses near farm yards, to contaminating inflaenoeB, He 
therefore recomiaends the "formation of reservoirs to 
receive the rain water and rei)lace the old wella. He puts 
a simple case as follows i Sui)pose a. farmer has but an acre 
or two of land, his cottage will contain an area of roof 
equal to soiaething like 90 square yards, and as the average 
of the downfall of rain is 76 cubic centimetres, the sor- 
face above named would produce 60 cubic metres of water 
per year. As regards consumption, he says ; " An adult 
requires ten litres, or, let us call it, two gallous of water 
per diem, or three cubic metres a year ; a horse five times 
that quantity, or 60 litres ; homed cattle 30 litres b 
head ; sheep two litres ; and piga three litres." He 
supposes the farm house to be occupied by a man and his 
wife and two children, and the hve stock to consist of 
one horse, one pig, and one cow. According to the pre- 
^' us statement, the wants oE the little establishment 
old only amount to 44} cubic metres per annum, snd 
■leservuir 46 metres square and four metres deep would, 
even larger than required. After the first 
expense, the farmer, be says, would be put to no expenae 
-but that of maintaining the roof of his cistern aud the 
[its leading to it," 

i following is given as a rule for estimating the 
itil^ of water obtainable from the roof surface of b 
If the rainfall averages 25 iuches per year, thia. 
dhra " more than two cubical feet for every aqnaiB 
[ borisontal surface employed in catching it, or aay 
" \\ feet of water to the square. Each foot con- 
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tains 6 J gallons of water. A tank 15 feet x 9 feet x 7^ 
feet will hold 6581 gallons, and about 5 J squares of hori- 
zontal surface would catch enough rain water to fill it in 
the year at the above rate of rainfall. In estimating the 
area of roof, the level area only must be calculated, and 
not the surface area, which is often half as much again. 
Hence the simple method is to take the area of ground 
plan and double the number of feet contained in it, 
which will give the amount in cubical feet of water that 
on the average may be collected in each year." 

Spring water is derived from two sources — first, surface 
springs, which well up at or near the level of the 
ground, and springs intercepted by a well sunk, cutting 
the soil or rock through which the water passes. Spring 
water as a rule is generally pure and of good quality. 
In rural districts it is rarely found contaminated with 
organic matter, but it may be hard from passing over 
certain rocks or through certain soils, or from being 
drawn from the chalk formation. In rural districts water 
is often had in great abundance and of good quality from 
surface springs, but it is often rendered mechanically im- 
pure by the careless way in which the water is allowed 
to well up, often in a mere hole in the roadside. By 
sinking a stone trough, or a shallow well lined with 
cement, water may at all times be drawn off pure, or 
comparatively free from suspended matter. The deposited 
matter which settles at the bottom may be taken out 
from time to time, which will tend greatly to keep up 
the purity of the water taken out for domestic pur- 
poses. 

We have stated above, that as a rule, water obtained 
from wells in rural districts is generally pure, but the 
same cannot be said as to wells in towns. In many 
cases the water is greatly deteriorated in quality by the 
presence of organic impurities percolating through the 
soil, this being very markedly the case in towns where the 
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open privy and cesspool system has been long in exist- 
ence. In some towns where this has been so, as in Liver- 
pool for example, the water in wells has become so con- 
taminated as to be deemed unfit for use, and this has 
been absolutely prohibited and prevenj;ed by the closing 
up of all private wells. 

Water is obtained in great abundance from the chalk 
formation, and although always more or less hard, has 
been always considered pure, or free from organic matter, 
excepting in localities notoriously infected with sewage 
matter. But some recent investigations have tended to 
throw grave doubts as to the accuracy of the views 
hitherto held upon the freedom, even under the most 
favourable circumstances, from organic matter of water 
obtained from the chalk formation — a freedom held as 
so completely established that "chalk spring water" 
is generally taken as if not exactly, at aU events ap- 
proximating most closely, to the standard of all that 
is excellent in a town supply. The " grave doubts *' 
as to the accuracy of this generally held opinion, have 
arisen from the investigations of Dr Frankland into the 
quality of water supplied by one of the London water 
companies, and whose supplies are obtainable altogether 
from wells sunk in the chalk formation. From holding 
thus the " highest rank " as a water which was purified 
from the source from which it was taken, Dr Frank- 
land shows that it holds the position of being " altogether 
the worst sample " of the samples supplied by the eight 
■ondon water companies. The analysis made by Dr 
•ankland showed that this water contained a very high 
I* centage of nitrates. The water in question is derived 
irly wholly from the drainage of cultivated, and there- 
3 manured land, and Dr Frankland is of opinion that 
the supposition that the water from this percolates 
igh the chalk, carrying with it nitrogenous matter 
the manure, this is sufficient to account for the 
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nitrates found in the water. "There is, however," says 
a well-known writer, " another element in the question, 
and that is the actual constitution of chalk itself. It is 
well known that sugar can be converted into butyric acid 
by being brought into contact with putrifying cheese. 
In like manner sugar can be converted into butyric acid 
by contact with chalk. Thus chalk acts as a ferment, 
and the process to which we have just referred is a strong 
reason for supposing that chalk contains living animal 
organisms. These organisms being small, beyond even 
the power of the microscope to detect, must exist in vast 
numbers. The nitrogen which enters into the substance 
of these creatures is probably derived from the percolat- 
ing rain and manure water. Dr Frankland contends for 
the fact that springs which cannot be contaminated by 
sewage or by manure contain nitrates in so low a pro- 
portion that they fail to come near the point at which 
the calculation of previous sewage contamination com- 
mences. Perhaps it is impossible to find a chalk well 
which is so situated as to be perfectly clear of both 
sewage and manure, though, in the case of a deep well, 
this merely results in the production of nitrates which 
in themselves are harmless. Neither can we leave out 
of sight the fact that prehistoric contamination may affect 
the springs of water. Animal decomposition appertaining 
to cycles long gone by, may have left traces of its exist- 
ence in the form of * harmless and combined nitrogen.' 
But with regard to the presence of living organisms in 
the chalk, Dr Frankland says he has an objection to 
'putrifying animalculse' as well as to * putrifying 
sewage.' " 

It has also been suggested that another source of the 
nitrates found in this chalk water may have been the 
percolation of the sewage matter in the Thames not far 
distant, a source deemed by authorities not unlikely, as 
recent investigations have proved that sewage matters 
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percolate much more deeply and widely throiigli tlu 
than has been hitherto BUppoaed. The whule queatJflll* ' 
here involved is one of the greatest importance, as show- 
ing, as the writer above quoted Baya, " that water of a 
most dangerous character might otlierwiae be allowed to 
pass with a certificate of purity. After the sewage itself 
has disappeared, the virus which it has communicated to 
the water may remain. At any time it is not bo much 
the sewage itself that kills, as something which accom- 
pimiea the sewage. An ofTenaive gas does not necessarilj 
induce diseiise ; but the bad smell iudicates a state of 
things favourable to the propagation of poisonous germa, 
which, on entering the human system, are capable of pro- 
ducing disease — it may be cholera. The Royal Commia- 
flionera say : ' In the present state of chemical science 
analysis fails to discover in properly filtered Thames 
water anything positively deleterious to health." It is 
well to know that the very same thing might be said of 
sewage itself, or even of the dejections of cholera patients, 
although these dejections are known, by direct experi- 
ment on the lower animals, to have the power of coul- 
mnnicating cholera." 

The next source of supply to be considered is that oi 
rivere. The quality of river water varies very much, 
according to the districts through which it flows, and to 
the impurities with which it may be contaminated. 
Where these impurities are merely mechanical, they are 
generally easily got rid of by adopting one or other of 
the modes of filtration which we have described. It is 
lOugh that the sooner the water is taken from 
I surface upon which it falls the purer will be its 
lE^ — that is, the shorter time it is in contact with 
il surface, the less time will be afforded for it to t«ks 
titXeia existing in the soil which may be of a more 
K prgudicial character. Thus the water proceeding 
f fluffing through peaty soils will be mure or lesa 
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impregnated with the vegetable organic matter with 
which these soils abound, in proportion to the time over 
which the contact of the water with it extends. Biver 
water, when derived from sources far removed from towns 
and villages, where sewage matters are largely met with, 
is generally pure ; but, as will have been gathered from 
what we have already given, sources of contamination 
may arise from the nitrogenous matters carried into the 
river by the drainage from manured land. The follow- 
ing table, from a paper by Mr Baldwin Latham, will 
show the chemical constituents of the water derived from 
several rivers: 
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River water also depends for its purity, so far as sus- 
pended matter, as muddy particles, is concerned, upon 
the nature of the soil forming the bed of the river, and 
the velocity of the stream, but impurities of this kind are 
easily separated by means of filtration. 

The sources of contamination, however, are in the 
neighbourhood of towns so numerous, and in reality so 
dangerous, that we consider their supply of water from 
this source as out of the question. It may be made 
available in rural districts, where the village to be sup- 
plied is not very populous, but then the utmost care 
must be taken to draw the supply from a source above 
the town, so that sewage matter may not be present. Mr 
Bailey Denton, the well-known agricultural engineer, ad- 
vocates the storing up of the drainage water of agricul- 
tural land as a source of supply for small rural villages, 
he holding with many others that drainage water, in 
place of becoming contaminated by passing through cul- 
tivated and manured land, possesses a positive superi 
ority over other supplies. The following, from a paper 
by Mr Denton, explains the mode he recommends : 

" If we apply the system of storing drainage water for 
the supply of villages in summer, we may test the ques- 
tion in its monetary aspect by assuming the average 
population of rural villages to be 400. If each inhabitant 
requires 10 gallons of water per diem (a quantity quite 
sufficient in places where the water-closet system does not 
wholly prevail) it will require a supply of 480,000 gallons 
for the summer. This quantity is taken on the assumption 
that for 120 days, or four months in the year, there will 
not be a supply from ordinary sources. To secure this 
net quantity, a considerable allowance must be made for 
waste by evaporation, and 50 per cent, on the quantity 
required should be added to meet this loss. A reservoir 
or basin to hold 720,000 gallons will therefore be required, 
and this quantity of water must be stored 
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" It requires very little calculation to show that if an 
*cre of land, during the period of discharge, will yield 
100,000 gallons, it requires less than 7 J acres to yield 
the required quantity for 400 persons, or 12 acres of land 
where the soil is of the densest character. These 
numbers of acres would have to be increased where the 
rainfall is so farbelowthe average that a minimum quantity 
of 10 inches cannot be depended upon during the discharg- 
ing period. The reservoirs necessary to hold 720,000 
gallons would be rather more than -nr^hs of an acre, if 
the depth were taken at 7^ feet This extent is too 
large for covering at a cost moderate enough for village 
economy, and therefore the probability is that open 
ponds will take the place of reservoirs, it they could be 
made in some convenient place above the village, and 
and could be shaded from the sun and protected from the 
wind. The expense of making the pond, using the earth 
to embank it, and planting the embankment so as to 
exclude as much as possible sun and wind, and thereby 
to reduce evaporation and preserve the purity of the 
Water, would be as follows : 

** Excavation and embankment, assuming that the 
earth thrown out formed a bank round the pond, on 
wliich trees and shrubs may be planted, 2500 yards 
at6d, £62 10 

** Puddling bottom and slopes, dressing bank, 
and gravelling bottom 6 inches deep on the puddling, 
and constructing overflow from reservoir, . . 102 10 

I* Planting and fencing, 30 

** Value of land appropriated to the purpose, tliree- 
quarters of an acre, 45 

«iT . *' Total cost of reservoir, . . . £240 
Iron pipes from reservoir, with stop-cock, well, 

"^^^ grickwork, 155 

Four stand-pipes and taps, . . . . 20 

" Total outlay, .... £415 
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'' Assuming these figures to fairly represent the cost of 
supplying a village of 400 inhabitants with water, and 
the number of houses or cottages in the village to be 
100, it follows that the cost per person would be 
^1, Os. 9d., and the cost per house £4, 3s. If the cost 
were charged upon the houses, and the money were 
borrowed to do the work, it could be repaid by instal- 
ments, with interest in thirty years at 6^ per cent., and 
the annual charge would amount to £26, or a charge 
upon each house of not quite 5s. 3d. per annum.* 

" The capability of thus supplying viUages with water 
is not conjectural ; — every day's experience in drainage 
only confirms the conclusion that there are few villages 
in which something of the sort might not be devised. 
In fact, the figures given represent the worst aspect of 
the suggestion, for nature frequently affords opportunities 
of collecting the water of drainage without recourse to 
artificial ponds, in hollows and ready-made receptacles 
which may be appropriated with advantage. 

*^ Of course, it is assumed that there are lands above 
the village which require drainage, and would supply the 
required wat^r, and the reservoir shall be so much above 
the village, that by means of iron pipes, with stand-pipes 
and taps, the water could be delivered down the street 
at convenient places, for the use of the poor." 

So far, therefore, as town supplies are concerned, what 
we have given is enough to show that they are not 
to be obtained either from wells or rivers. The true 
sources for town supplies are from the catch waters from 
hilly districts, these gathered by and stored up in reser- 
voirs specially constructed in favouring valleys, or from 
the lakes or lochs in mountainous or hUIy districts. 

* Considerable objection is taken to planting round reservoirs, 
because leaves fall into the water and cause impurity. But when 
the reservoir is annually emptied and cleansea at the end of the 
season of supply, this objection does not apply. 
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" The drawback," says an authority on the water ques- 
tion, who otherwise advocates the use of lake or loch 
water, "the drawback. to hill or top water districts is 
the presence of a trace of peat, which may communi- 
cate a yellow tinge to the water ; but mere appearance 
should not be reckoned as of greater value than present 
or future unwholesomeness. Peat is certainly as abund- 
ant in the Highlands as in the Lowlands, and the peaty 
tinge is as decided in the Highland lochs as in the Low- 
land. Glasgow, Aberdeen, and Inverness are supplied 
with such water, and there is absolutely no proof what- 
ever of any noxious quality being derived therefrom. 
Difficulties have arisen from mixing up marshy water, 
peaty water, and sewage-impregnated water all together. 
The South Esk, Heriot, Talla, and St Mary's Loch dis- 
tricts contain some peat on the tops of the hills, but the 
practical effect of such on the water is little. In all hill 
districts springs abound, and in the drier months of the 
year supply the greater part of the water running down 
the streams and into the lochs. The South Esk, Talla, 
and St Mary's districts are full of such springs. There 
is a slight difference in temperature between the water at 
the surface of lochs from that found at considerable 
depths. The difference may be fairly ascribed to three 
causes — the action of the sun's heat on the surface, the 
cooling influence of the ground, and the introduction of 
spring water. The water taken from great depths is 
similar in every character to that in the upper part. It 
is free from every noxious quality, and is thoroughly 
aerated. There is no reason to consider it stagnant in 
any sense of the term.'* These remarks were made in 
connection with the water supply to the town of Edin- 
burgh ; and it is scarcely necessary to remind those who 
^ere familiar with the discussions which took place in con- 
ation with this question, that the opinion maintained 
hem as to the healthfulness of such waters, was directly 
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and most strongly taken objection to, and by eminent 
men of science. No case, indeed, could be more appo- 
sitely cited than this same discussion connected with the 
water supply of Edinburgh, in corroboration of a remark 
we have been compelled to make at nearly every stage 
in our discussion of the gieneral subject of sanitary 
science, that on every point nearly there is a remarkable 
diversity of opinion amongst scientific men. So con- 
tradictory was the evidence in this case given, that an 
" outsider " must necessarily have been altogether puzzled 
what decision to arrive at as to the value or otherwise 
of the water proposed to be taken into the city. Upon 
the whole, it appears to us, in weighing the scientific 
evidence on water generally, which we have detailed in 
the present chapter, that water without organic matter 
will be healthier than water with it. 

We now come to the third and last point connected 
with the water supply question, as named in the open- 
ing remarks of tbe present chapter (see p. 138), namely, 
that an essential element in a good supply is that it be 
regular. This, however, does not necessarily imply that 
it should be " constant,'' which is another phase of the 
many-sided question which that of water supply is sure 
to be. And to this we shall presently refer, meanwhile 
stating, on the point of regularity of supply, that if this 
be not secured, manifest inconvenience will arise to par- 
ties using it, as inconvenience and large pecuniary loss 
will result frequently from this cause. The difficulties 
attendant upon securing a regular supply are no doubt 
partially met by the system of " cisterns " in houses, and 
tanks and the like in factories, in which the water can 
be stored up, to be drawn upon as occasion serves. But 
the demand for water is a varying element, and what 
may serve the necessities of one day, may be quite in- 
sufficient for those of another. Hence, the quantity 
stored up in these cisterns or tanks will be frequently 
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found insufficient. Not seldom have we known of seriooB 
loss in industrial operations to arise from this cause; 
and although a fresh supply could be expected, it was 
not always easy to say when it would be given. Regu- 
larity in the periods in which the water was "turned on" 
would meet this objection, but regularity is not always a 
feature in the work of under-officials, and districts have 
been known to be without water for many hours, if not 
through the caprice, certainly through the neglect, of the 
** turnkey " in attending to his duties. Another objec- 
tion to this, which has been named the "intermittent 
system," is that it necessitates a costly arrangement of 
cisterns and the attendant appliances, and as costly an 
attendance of the servants of the water companies, in 
turning off and turning on the water at the times decided 
upon. The gravest objection, however, to the " intermit- 
tent system," from a sanitary point of view, is that the 
cisterns, especially in the houses of the poorer classes, 
tend to render the quality of the water impure. We have 
already shown how this may arise from a variety of causes, 
such as close contiguity to water-closets, outlets from 
drains, and also from such impurities as the water itself 
may contain, and which in course of time accumulate in 
the cistern, and being allowed to remain there — ^as they 
are generally allowed in the large majority of cases — for 
a length of time, the water necessarily becomes more or 
less tainted. The case is aggravated in the poorer dis- 
tricts, where cisterns are not supplied to each house, but 
the supply of water being obtained from a public well or 
stand pipe in the court, street, or alley, it has to be 
stored up in open vessels and kept in the rooms. We 
have already shown this to be a fertile source of water 
contamination. These evils, and they are unquestionably 
grave ones, are proposed to be got rid of by employing 
universally the "constant supply" system. In theory 
this is probably the most perfect system for town sup- 
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plies, it carries with it obviously so many conveniences, 
and gets rid so effectually of all sanitary evils attendant 
upon the intermittent system, that little, if anything, 
can be advanced against it. But in attempting to put 
it into practice, difficulties of no ordinary kind come up 
to be dealt with ; and it is not easy to deal with them ; 
so far from this, indeed, that many water companies 
declare decidedly that the getting rid of them in the 
case of crowded towns especially is absolutely impossible. 
Space does not permit us to go, however briefly, into the 
details of the question. Suffice it, that we point out in 
a few words what these difficulties are. The chief diffi- 
culty is undoubtedly met with when proposing to apply 
the system to the districts occupied by the poorer classes, 
and who unfortunately constitute the majority of town 
populations. From the very nature of the system, it is 
obvious that the greatest care will have to be taken to 
have the fittings, pipes, and taps, etc., of the best quality, 
and constantly maintained in perfect order, any leakage, 
however small in amount, representing a large loss when 
it is going constantly on. Hence the necessity for the 
-water companies to have the whole system under their 
immediate supervision and inspection, and with full 
powers to exercise these at any time they deem necessary. 
This right to invade the privacy of the house at all 
times would, we fear, be greatly disliked even amongst 
the rich and well-to-do classes. We venture to say that 
it could not be carried out efficiently in the case of the 
poorer population ; and if not done efficiently, it would 
be worthless. But another difficulty arises, and it is one 
which we fear in our time will never be overcome. The 
value of the fittings is such that to a very large number 
of the very poor the temptation to cut them off and sell 
them would be too strong to be resisted. This is no 
fancied difficulty, but; one which already is in eidstence, 
and bad as it now is, it would be attended with unavoid- 
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ably greater inconveniences with the supply constant ; 
the waste would be enormous, as well as the destruction 
to property, arising from the rapid flow of water at high 
pressure. The " waste of water,'* which is now so justly 
complained of in connection with the water supply of 
towns, would be still greater under the constant-supply 
system. Again, the fittings would require to be of a 
much more expensive, because of a stronger, character 
than under the intermittent system, the pressure to 
which they would be subjected being much greater in 
the case of the " constant " supply than in that of the 
" intermittent *' system. There are other difficulties, but 
those being chiefly of an engineering character, we do not 
further allude to them. Sufficient has been stated to show 
that the carrying out imiversally of the constant-supply 
system is not the easy matter some think it to be. It 
would be well if it could be carried out universally, but 
this, we fear, is not likely to be the case for some years 
to come. 



CHAPTER VL 

TBEATMENT OP TOWN REFUSE — DRAINAGE AND SEWAGE 
— ^DISPOSAL OP TOWN SEWAGE — ^VARIOUS SYSTEMS — 
PRESENT POSITION OF THE QUESTION. 

In order to understand properly the whole bearings of 
the exceedingly important question of how best to treat 
and finally dispose of the refuse of our towns in their 
solid and liquid form, it will be necessary to glance, 
however briefly, at a few points in its history, these re- 
ferring chiefly to the treatment of the human excreta. 
From a very early period in the history of civilisation, 
the importance would be recognised of having some 
means of so treating the excreta of human beings, con- 
gregated together in greater or less numbers, so as to 
lessen the discomforts and the evils which would be soon 
taken note of, as arising from their accumulation in or 
near dwelling places. The simplest of all modes of treat- 
ment — and the main feature of which, oddly enough, has 
been introduced as a novelty in very recent times — was 
that enforced in the Jewish dispensation, and which is 
described in the Pentateuch. Modifications of this, more 
or less simple, and which will be obvious enough on 
a very slight consideration of the question, would be 
adopted in cases where communities were small in 
number, and occupied localities little, if at all, crowded 
with dwellings. But as the population of towns in- 
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creased, and certain localities became more densely 
crowded, such simple means would obviously be inap- 
plicable, and others would be necessary to deal with the 
nuisance, which would thus be of a more obviously in- 
convenient character, as its results were more intensified 
through its concentration in confined spaces. We do 
not here add to " inconvenient " the word " dangerous," 
a conjunction of terms now readily enough admitted, 
while discussing the question, but which it took long 
years of painful experience, and no small amount of 
investigation and perseverance, to impress upon the 
public mind, as being at all connected with it in any 
of its bearings. These more complicated, or at all 
events, more systematic, attempts to deal with the 
excreta of our towns resulted in two modes of dis- 
posal, which may be looked upon as the ultimate 
results of the attempts to meet the evils, previous to 
the introduction of the modem system of the town 
tubular drainage and sewage, in which water is largely 
employed as the vehicle of removal. These two systems 
were, first, the open privy, combined with the ash-pit, 
or the privy singly used ; and, second, the " cesspool '* 
system, this latter being a pit into which the excremen- 
titious matters of the household were passed from the 
privy or the water-closet — for this latter contrivance, as 
we shall see further on, was more or less used in towns 
long before the modern system of water-sewage was intro- 
duced — mixed, as was generally the case, with the liquid 
refuse of the domestic operations. These pits or cess- 
pools were almost universally so constructed that their 
contents drained into, and oozed through, the surround- 
ing soil, and too often into and mixed with the water of 
"^ells placed in close contiguity to them. The cesspools 
3re at intervals — too long, however, as a rule — emptied 
cleaned. These operations were, however, not always, 
my coincident, the "cleaning" being more a term 
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used than an operation actually performed. The same 
results, more or less marked, may be said to have been 
attendant upon the use of the open privy, whether 
used singly or in combination with the ash-pit. These 
dangerous characteristics of the two systems for long 
remained unnoticed, or if noticed, uncared for; and it 
was only after long and patient investigations, and the 
persistent publication of the results of these, that the 
public mind became impressed with the fact that they 
gave rise to evils, and of the gravest character, as in- 
fluencing in a very marked degree the health of those 
subjected to them ; and that it was necessary to intro- 
duce a system more in accordance with sanitary laws. 
What that system now is we shall presently see. 

If the reader will turn to the heading of the present 
chapter he will see that we use the term "drainage" 
and " sewage " as conveying that they are distinct sub- 
jects, in place of using them as they are almost now 
always used, as if they were the same. At one time 
they were not so, if indeed they now are, or should be 
treated as if they were. This will be apparent when we 
recollect that town drainage, when at first introduced, 
was meant, as it was practically carried out, only as a 
means of carrying off from the neighbourhood of houses 
the " slops " or refuse water of their domestic operations, 
and for the removal of rain or surface water, and the 
refuse of manufactories. The ultimate outlet or outflow 
of these refuse-water drains was the river ; and so com- 
pletely distinct were they considered from the system of 
cesspools, that in most of the towns entrance into them 
from the cesspools by separately made drains was pro- 
hibited either under a " positive *' penalty, or practically* 
prohibited by regulations difficult to be adhered to, or, 
if adhered to, only at great expense ; and further, so dis- 
tinctly were they cut off from connection with any sys- 
tem of treatment of the excreta of our population in 
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towns, that it was penal to throw those or lead them 
into rivers. The result was, that as the " water-closet " 
became more and more used, and — as the result of an 
agitation on the " water question," as one of the branches 
of the public health — the supply of water to towns was 
gradually and greatly increased, the " cesspool '* system 
became a greater difficulty than ever, and the evils — in 
the form of still more completely saturated soils, pol- 
luted wells and foundations, and cellars flooded with 
stagnant and offensive fluids — ^became at last so notorious 
that a new system became positively imperative. We 
have said it was long before the public became impressed 
with the gravity of these evils ; but it is now on all 
hands conceded, that, in addition to the foul objects pre- 
senting themselves daily to notice, where excrementitious 
matter is allowed to remain decomposing in the neigh- 
bourhood of dwellings, influences of a dangerous kind 
are assuredly engendered, which act most prejudicially 
on health. The air around us, contaminated by the 
volatile products arising from such masses, is anything 
but pure and life giving. "The presence" — says the 
Report of the General Board of Health, on " The Sewage 
and Cleansing of Towns" — "of impurity produced by 
the decomposition of animal and vegetable matter, is 
now established as a constant concomitant of the exces- 
sive ravages of typhus and other epidemic diseases in 
towns; and a proportionate exemption from such maladies 
lias marked the removal of the sources of aerial pollution. 
In proportion as perfect cleanliness has been obtained in 
prisons, the gaol fever has ceased to exist, and a com- 
parative exemption from the entire class of zymotic 
diseases has followed the progress of purification in 
every description of inhabitants." Numerous cases could 
be cited in proof of this opinion or fact. 

It is scarcely necessary to enter much further into 
details of the connection between defective sewerage 
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and the propagation of disease. It is now universally 
admitted, that the exhalations arising from the decaying 
putridity of deficiently arranged and constructed cess- 
pools and open privies are strongly indueive of disease. 
Indeed, as an able authority expresses it, ^' the immediate 
and direct cause of fever " may be said to be the poison 
generated by the decomposition of animal and vegetable 
matters. The experience of every medical man goes to 
prove that a badly cleansed and drained district is always 
a fever one. A competent witness remarks, that, "in 
addition to a general disarrangement of health, and an 
unusual liability to disease, there is one particular class 
of disease which is always to be found in neglected 
places — I mean the class of contagious disorders. His- 
tory teaches us that pestilence has always haunted the 
scenes of filth. The plague, the black death, the cholera, 
the camp, gaol, and ship fevers, aU have made these 
scenes their favourite resorts; and typhus fever, our 
modern pestilence, forms no exception to the rule." 

Another point of importance in connection with cess- 
pools and open privies, with saturated soil, etc., sur- 
rounding them, is of great importance as bearing upon 
the supply of pure air to houses; for it is easy to 
perceive, that however well ventilated the apartnients 
may be, the appliances are rendered futile from the 
admission of air tainted by the admixture of gases ema- 
nating from the filthy accumulations of the cesspools 
and privies. An authority, who has paid much attention 
to ventilation, had this view of the matter presented to 
him very strikingly in the course of his researches. He 
says that, with reference to the impairing of the health 
by this cause, he has no doubt that it "is one of the 
sources which it is absolutely necessary to remove, before 
there can be any effectual cure. Some of the cesspools 
are in the cellars, and give out their exhalations from 
thence ; others are in a yard close to the door, which 
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door is always open on account of the want of windows 
in the passage. I continually visit houses, in which the 
smell from the cesspool, throughout the whole of the 
house, is so noxious as to be unbearable; and have 
found the poor lodgers closely shut up in their rooms, 
no air being allowed to enter by the door or window, 
with the hope of excluding the offensive effluvia. When 
I have proposed to ventilate some of the rooms by means 
of the window ventilator, the occupants have made the 
well-founded objection, " we are afraid of an opening in 
the window, on account of the bad smell which comes 
from the yard." I perceived at once, that fixing a ven- 
tilator in the window, would only have been the means 
of introducing this noxious air." 

The system introduced to meet the evils of the cess- 
pools, was that which is now so well-known as the 
water-closet and sewerage one, and which brought about 
a complete revolution in that of the old town drains. In 
place of connections between the water-closets and the 
drains being rendered a matter of impossibility or diffi- 
culty, the connection was rendered imperative. The 
drains were no longer looked upon as simply means for 
conveying the slops of houses and the surface water off 
streets, but were specially made to convey, not only these, 
but the excrementitious matter from the houses. For- 
merly, they were constructed so that they were perme- 
able, not only admitting water draining from the sur- 
rounding soil, or passing through it from the surface, to 
enter them, but they acted in the converse way, allowing 
their contents to pass from their interior and permeate 
to the soil surrounding them. All this was changed. 
From permeable, they were changed to impermeable, so 
that they were absolutely water-tight, as far as practically 

ossible, in order to retain within their interior the 

iters which they conveyed, and to prevent as much as 

ible their passing out to pollute the soil by which 
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they were surrounded. It will thus be seen that the 
two systems of old town drains and the new town 
sewers were specially distinct. In many towns the old 
drains still remain, being made to serve the purposes of 
the new system of conveying the sewage, for which, as 
will be seen, they are quite unfitted, giving rise to evils 
of a character perhaps less obvious and open to inspec- 
tion, but not less dangerous than those arising from the 
old cesspool system. 

We now give, very briefly, a general view of the 
peculiarities and requirements of this new system of 
town sewerage, of which the main object is to insure as 
quick a withdrawal of the excrementitious matters of the 
house, together with the water refuse of domestic opera- 
tions, and as quick a passage of the same to the place of 
final delivery, which, under the new system, has been, and 
too often now is, the nearest stream, river, or the sea. 
The system involves the following requirements : Firsts 
from the solid matter which is an invariable constituent 
of house sewage, it is necessary that some agent should 
be used to prevent this from being deposited in the 
interior of the drains, and which tends to block them up. 
Second, it being essential that the sewage should be 
delivered as quickly as possible to the place of its final 
deposit, the size, the shape, and the manner of laying 
the drains must be so arranged as to facilitate the quick 
removal. And, ihirdy from the circumstance that the 
sewage matter is passed from the interior of the house, as 
the sink in the kitchen, water-closet, etc., apertures are 
there necessitated, leading directly to the drains, it is 
necessary, therefore, to adopt means by which the gases 
prevailing in the drains should not be allowed to pass 
into the interior of the houses through these apertures. 

The condition first named is secured by using " water," 
without which all drains under the new system, how- 
ever well laid down, will soon become inoperative. 
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All the water, therefore, resulting from domestic opera- 
tions, as in the scullery, wash-house, water-closet, over- 
flow of water-tanks, etc., should at once be passed to the 
interior of the drains. " No drains," says an authority, 
" can be efficient through which there do not flow currents 
of water. Without provision for this regular and abund- 
ant supply of water, drains not only fall in accomplish- 
ing their object, but they become positively injurious. 
They generate and diffuse the very poison the formation 
of which it is their object to prevent." To carry out 
this desideratum thorouglily, it is necessary that the 
drains should be so placed as to receive the sewage a 
little below the level of the surrounding ground. Hence 
is deduced the rule in sewage engineering, that in no 
case should operations be carried on requiring the use of 
large quantities of water, or small quantities frequently 
repeated, within apartments situated below the level of 
the ground, or below that level at which the main sewer 
passes. This does away, therefore, with wash-houses, 
sculleries, etc., in the cellars or basement apartments. 
The sink or slop-stone in the scullery, the tubs or wash- 
ing apparatus in the wash-house, and the water-closet, 
sliould therefore all be above the above level, so as to 
admit of the rapid descent of the liquid sewage to the 
drains and sewer. The interior of the drains may be 
cleaned from time to time by passing quantities of water 
down them. This operation, known as "flushing," is 
very efficient. To this operation, and the influence which 
it has upon the water question, we shall again refer. 

The new system has brought with it a great change 
in what may be called the engineering of sewerage, and 
has introduced greatly improved methods of laying down 
and constructing the sewers. In the old drain system, 
little attention was paid either to the form of the drain, 
or to the way in which it was made. As to the form, 

at generally adopted was the rectangular or square 
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drain, -with bottom flat as well as the sides. This was 
the very worst which could be chosen, where the object 
was the getting of the contents to flow through and out 
of the drains as quickly as possible ; and further, to 
ensure the solid matter being carried off, and to prevent 
their accumulation in the interior of the drains. The 
diagram in Fig. 48, illustrates the improved form of 
sewers now largely used, and which secures the quick 
flow of the sewage 
matter through it, and Fig. 48. 

the least amount of 
solid deposit. 

The drains leading 
from the houses to the 
large sewers which are 
placed in the streets are . 
now made of earthen- 
ware, and, according to 
their dimensions, are 
either of section known 
as " egg shaped," as in 
Fig. 48, or, as in the 
case of the small drains, 
circular or tubular. 

In laying drains, cer- 
tain points of import- 
ance should be care- 
fully attended to. Throughout their length, the drains 
should have a considerable fall or inclination. Indeed, 
it is not ^asy to give too great a fall to drains. In 
changing the direction of the drains, all angular bends 
should be avoided, as at these points the drains are apt 
to become choked with the solid matter accumulating 
there, and easy curves substituted. Where one drain 
tube joins another, conveying fluid to principal drain 
from a side source, the junction should be effected b^ ^ 

o 
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" circular junction/' never at right angles. As we ] 
pointed out, all sewage drains must be impermeable, f 
not to allow of the liquid sent through to gain access t( 
sarrounding soil. Great care should be taken to ] 
the joints at the various lengths of tubes efficie 
made. A jointing of well-worked clay is found to I 
efficient as any other material If the joints are 
" made good," the liquid portion of the sewage wiU 
only pass through to the soil, thus rendering it unheal 
but the solid portion in the interior of the drain wi 
retained, and thus tend speedily to choke it up. 
" bedding " of the drains is also of importance, so a 
enable the- same level to be retained at which thej 
originally laid. To effect this, it is a good plan to j 
each length of tube in abed of well-puddled clay. E 
precaution should be taken to see that the workmen 
ployed do not leave the work in a badly made or 
finished state. All underground work is apt to be < 
lessly and badly done, for the defects, however seri 
are buried with the materials, and not easily inspec 
The efficiency of one drain, or set of drains, may be 
sidered a small matter ; nevertheless, it is those fail 
which create so much disease amongst us. The la 
down and the repairing of drains is very much facilit 
by the new forms and plans of laying tubes. One ^ 
difficulty found to be attendant upon the system of la; 
the drain tubes with sockets, originally used, was the 
possibility of examining the condition of their inte 
or in the event of obstructions preventing the on\ 
flow of the sewage, without disturbing or taking 
the whole length. Nor was the difficulty a small 
when a length on examination was found to be bro! 
thus destroying the continuity of the system ; repla 
it necessitating the taking up of one or two adjoii 
'ths. This last difficulty has been overcome by u 
^#em of " saddle-jointed tubes." In this, a sa< 
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SBcHve "chair" is laid at the joint where two tubes 
meet, the end of each length being placed into andreating 
upon a socket or aiioulder, the whole being covered with 
a moveable cap or cover ; by aimply moving two of the 
caps, the tube resting on the saddle or chair below can 
be lifted up and replaced by a new length with great ease. 
In Fig. 49, we illustrate " Creek's Patent Capped Drain 



Fig. 49. 







Pipes," another contrivai»ce by which the interior con- 
dition of the system of drains can be easily ascertained, 
and obstmctiona removed. Where side junctions are 
required to be made, these can be done very easily by 
the cap-junctions, as shown. These capped pipes are 
matie by Messrs StandiDg & Martin, Bourne VaUey 
Wharf, Nine Elms, Lon- 
don. In Fig. 50, the 
"Opercular Drain Tubes," 
aa made by Mr H. Doul- 
ton, Lanibeth, London, are 
illnstrated ; they are used 
for the Bame purpose as 
the laat, but admit of the 

[Upes being examined at any part of their length. ___^ 
Jennings, Palace Wharf, Stangate, Lambeth, London, so 
well known for bia many sanitary contrivances, has 
' introduced a " telescopic drain-pipe connection," for the 
purpose of obviating the neoeasity for cutting dr am 
pipes to any required length, to fill up spaces or 1 
parts. By the use of the "connector" ai\^ ' 
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length, from two inches to two feet, can be made good 
without cutting the pipes. This contrivance is illus- 
trated in Fig. 51. 

As already stated, the tubular drains are connected 
with the water-closets, sinks, and baths in the interior 
of houses, and the drains with the main sewers, it is 
therefore obvious that unless special means be taken, 
the foul gases generated in the interior of the drains 
and sewers will pass up from them and be led into 
the houses by the openings at the connections of the 
above. In one sense, and in many cases a true one, 
drains and sewers are but '^ elongated cesspools," as 
indeed they have been called, and creating, as they must 
create, a vast amount of foul air in the aggregate, they 

Fig. 61. 



are certain to act in a way as dangerous, if not more so, 
as the old cesspools, which they have in large measure 
superseded, unless the foul air is prevented from passing 
from them to the houses. In one way, it may indeed be 
said, that the cesspool was not so dangerous, as being 
placed outside the house, and having no direct communi- 
cation with its interior, any foul exhalation from it had 
the chance of being diffused in the air, or blown away 
from the neighbourhood of the house by favourable 
winds. Whereas, the drains and sewers of the modern 
item are pkced in direct communication with the inte- 
• of the house, so that if the foul gases escape from 
at all, they are delivered to the parts where they 
dangerous, and must perforce pass through the 
9 they escape — if they can escape — to the ex- 
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temal atmosphere. Hence arose tlie abaolute necessity for 
introduciog some means of preventing the gases created 
in the drains and sewers from passing into the interiors of 
the houses with which they are directly connected. This 
was effected by the use of what are called, graphically 
enough, " stench traps," which were fixed inlets and out- 
lets of the drains. A " stench trap," or, in other words, 
a " water seal," is a contrivance in which the exit aper- 
ture, or that leading to the drain, is always at such a 
level that a portion of the liquid passed down the trap, 
as from the kitchen or scolleiy, a sink, or bath, or the 
water-closet, remains to cover that part round which the 
foul air from the drain attempts to pass into the house, 
or through the upper open- 
ing of the trap, this being Fig. 62. 
done by forming a syphon 
bend as in Fig. 52. By 
this arrangement the poison- 
ous gases from the interior 
of the drmn are supposed to 
be prevented from passing 
through the trap, so long as 
it is completely filled with water. 

We say above, that in the use of the " trap " the gasea 
are "supposed" to he prevented from passing from the 
drains to the house, and this is literally true, for in many 
cases it is a mere supposition, the fact being that in many 
cases the " trap " does not aet as such. Its efficiency, at 
all events, is very doubtful in the generality of cases ; for 
the body of water in the trap or the weight of the 
" water-seal " may be altogether incapable of resisting the 
pressure of the gases acting from the drain side of the 
trap, in which case the gases are simply forced through 
the trap and pass at once into the house. In addition, 
moreover, to the ease with which under certain circum- 
stances the gases from the drains and sewers are forced 
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through the small column of water in the trap, below 
the line a in Fig. 52, this in certain forms is fre- 
quently evaporated, leaving the trap dry, and of course 
in this condition it is only a trap in name. This happens 
most frequently with the "bell trap," which unfor- 
tunately is very largely used for sinks, yards, etc., etc. 
Experience has now shown — ^if scientific deduction had 
for too long not been attended to — ^that traps are in a 
great many instances inoperative. A very simple proof 
is open to the inspection of many. Drainage gases 
are known to contain, as one constituent, sulphuretted 
hydrogen gas ; this discolours white lead exposed to its 
action. White lead is used in house paint. If the under 
side of the cover or lid of the water-closet, for example, be 
painted, and this be closed, the paint becomes in course 
of time quite black ; this is caused by the drainage gases 
being forced through the trap and coming in contact 
with the paint ; if it were not so, the paint would not 
become discoloured. This discolouration, however, it is 
right to state, is often partially caused by a defect in 
water-closets to be noticed in a succeeding paragraph. 
But the fact that gases from drains are forced through 
the traps and into the interior of houses, is unfor- 
tunately now a matter of notoriety, and is universally 
admitted, hence has arisen the discussion upon the 
"ventilation of drains," as well as the introduction of 
a more efficient form of trap. In Figs. 53 and 54 is 
illustrated a form of trap invented by Mr Mansergh, 
and manufactured by Mr Jennings, whose address we 
have already given. This has been specially designed 
to relieve house drains, and all sink, closet, and other 
ns, from the varying pressures to which they are 
xt, and at the same time to combine in one piece 
lerishahle material a good sink, yard, and house 
'. adapted to any situation and for all drainage 
'"'<SI9. 53 and 54 are sectional elevations of 
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the trap, Bhowiog it fixed aa stated in a yard or area 
" next the house wall ;" the waste pipe « of the sink, 
bath, or cistern, as also the rain or other ventilating 
pipe p, entering the trap from the top ; the grating g 
receiving the surface water from the yard or area. It 
will be seen that the waste pipe s of sink, bath, or 
ciatem, is trapped independently of the yard or surface 
trap, and that the rain or ventilating pipe p relieves the 




bouse drain d, and all the traps that may be in connection 
with the same, from all pressure, carrying the poiaonous 
gases up to or above the roof level, care being taken that 
the point of discharge is removed from any attic or other 
window. In the event of the sink or yard traps losing 
their hydraulic seal by evaporation or other causes, the 
upcast draught due to the rain or ventilating pipe p, and 
the open yaxd or area grating, prevent the poseibUity of 
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Hewer gaaea entering the house by the sink or other p ^ 

In cases where the rain water pipe cannot be made arat 
able as a ventilating pipe, owing to the upper part of the 
pipe being near a bedroom window, the r^n water may be 
discharged on the surface grating g, and a length of inch 
gas pipe may be fixed to act as the ventilating pipe of the 
house drain, the point of discharge, as before stated, hang 
reaiawd fri/n% any mfidow. The aocketa on the top or 
side of these traps, intended to receive the rain water,i 



Fig Gl 




equal to the reception uf a 4 mch iron rain pipe, t 
thoae for the amk waste equal to ^ 3 inch As by this 
arrangement no trap la required in the sink, the dischareo 
Of waste water xs du*ct from the sink to the trap oulA 
By the removal of the grating a, any deposit 
V^ZT^ ^^ """''^^^ without trouble 

,..,=0 gomg .years ago, showed the value of 
ec or m cases where sewage gases were 
I and acwera to the open air. The 
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result of Ilia inTeatigationa and experiments was the in- 
troduction of aewer veDtiJatoK, iu whicL the gases were 
forced to iiaaS through and in contact with layers of char- 
coal. Many of these iiave been applied, and with admir- 
able effect, to the gully traps in streets, by which com- 
munication ia made from the surface street drains and 
the interior of the sewers These gidly traps or openings, 
as a rule, act very much as mere introducers of the foul 
gases of the atmosphere to the upper air, cuntaminatii 




il. :ind rLiuIenii^ ittinhealtby The ( i i i-. ill _ 

whore the gully openings are in tloaa conCigiiitv, as they 
often Kce, to house windows and doors la Fig 66, we 
illustrate a form of ventiltting and diamfectmg traps for 
eewers, the invention of Mr Baldwin Latham, the 
engineer, who is now so n dl known in connection with 
Ranitary engineering This, as described in Engineering, 
to which we a^e indebted foi the illustration, " conaiata 
o( ft series of spiral chmneh arnnged round the i 
of the ventilating LhaniLer, and containing a dcodorid| 
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materiaL These channels are so disposed, that while 
they admit of any water running down freely, no impure 
gases can pass upwards without coming in contact with 
the odorising agent. This is effected in the manner 
shown in the drawings, of which Fig. 55 is a longi- 
tudinal section ; from these it will be seen that a is an 
iron annular dirt box, enclosing a central chamber 6, 
communicating at the lower end with the passage e, 
leading to the sewer, while at the upper end it communi- 
cates through the apertures c, in the cover c, with the 
atmosphere. To the sides of this chamber 6, is fixed the 
spiral channel d, the upper side of which is open, and 
which communicates at the upper end with the dirt box 
a, through the opening c?, and at the lower end with the 
passage e. The chamber also contains the spiral tray g 
of wire gauze or perforated metal fixed to the central 
stem /, and resting loosely with its outer edge upon the 
top surface of the spiral trough d. Upon this tray is 
placed the deodoriser, the angle of the surface being such 
that the material will not slip down it. From this 
arrangement it will be seen that the water falling into 
the dirt box a, through the openings c of the cover 
will, when the dirt box has become full, flow off through 
the aperture c?, into the spiral channel d^ from the lower 
end of which it will fall into the passage e, without 
having been brought at all into contact with the deodoris- 
ing material, while any noxious gases entering the lower 
end of the channel d from the passage e, will, in passing 
up through the channel, escape through the perforations 
of the tray g, in among the deodorising material. On 
he other hand, all the gases entering over the lower end 
the spiral tray will, in travelling upwards, be brought 
mately into contact with the surface of the odorising 
^rial before issuing into the atmosphere through the 
ires c c." 

n addition to the inlets afforded for gases to pass 
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flie interior of the drciina and aewere to thfit of the 
s to which they are connected, through failure of 
fipa to act properly, other inlets are afforded by the 
e of the pipes by which the refuse is led from the 
, sinks, and closets to the drains. These pipes are, 
I inajority of instances, made of lead, and the action 
I Bewer gases upon this substance h such, that in a 
iratively short space of time it is corroded, and the 

break out into small holes. 
Lgh these the sewer gases find Fig, GS. 

access to the interior of the 
. This evil is not known to 
, it has not, indeed, till recently 
liscoyered to exist, but it is one 

more widely esistant than is 
sed It la perhaps more fre 
ly met with in the case of water 
s, which, as generally con 
ed, are too easily put into bad 
, and as pre<<entuig too much 
in their construction, which la 

upon by the sewer gases, as 
ive above shown By far the 

matenal for water closets is 
L earthenware , but the diffi 
in making them, so as to have 
lives and the whole throughout 

entirely of this matenal, has 
juch tlwt it la only recently that a form has been 
need This is partly illustrated in Figs 66 and 57. 
vhole apparatus, pan or basin, trap, and valve, is 

thenware throughout It is manufactnred by Mr 
ogs It 19 entirely free from all machinery "No 

cranks, levers, regulators, or other complications, 

out of order, — the banit, the valve-seat, and trap, 

complete, and that m <me piece of tmpenthable 
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vialerinl. In action, this cloaet will be found qnita 
noisdets ; in construction, most simple; in ase, e^cUiil. 
In the different qualities of ware, it is adapted for evei^ 
class of building. It only requires to be cemented M^ 
tight to tbe Boil pipe or diuin, aud the water laid on from 
cistern or main. The above illustrations, and following 
description will enable any one to understand the prin- 
ciple and details of this closet. Fig. 66 is a view partly 
in section, the water being kept in tbe basin by the 
hollow plug or waste pipe, which at all times regiilates 
the height of water. Fig. 56 shows the hollow plug 
raised and the contents passing away, — at the same time 
the float//, losing the water 
support, opens tbe valve, and 
ensures an immediate wash, 
as also the required eupfdy 
to the basin. Fig. 57 is a 
view of the arrangement for 
supply, nothing more being 
needed than acoramon service 
pipe from tbe cistern or main 
to tbe union joint «." 

One great defect in a form 
of water-closet very largely 
used, ia tbe large surface of the iron pan wbicb is placed 
below the stoneware basin; and the surface of which pan 
is very rapidly covered with a decomposing matend 
1, being open to tbe atmosphere, ^vea off much fool 
In soma forms of water-closet pans there is no 
h surface of this kind exposed than four and three- 
V feet. Another defect is the ease with which thft 
s gets out of order, allowing leakage, and, in 
ice, the paasage of the foul air from the dnin 
(BBB. The form of pan and valve in the -^n- 
Utr&tion is, we think, one calculated to get rid 
if tlio defects here named. 
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Bat in view of the fact that in a very large number of 
cases water-closets and their "traps" are defective, and 
allow readily the escape of the gases from the drains into 
the houses — gases which are now universally acknow- 
ledged to be a prolific cause of ** enteric fever " — ^it is 
now a practice in many houses to disinfect the water- 
closets and pipes in immediate contact therewith, by 
pouring down from the seat of the closet certain dis- 
infecting fluids, as chloralum, carbolic acid, etc., etc. 
This, as generally done in a rough and ready fashion, 
is, of course, so expensive, involving, as it does, the 
use of a large quantity of the disinfecting fluid, that 
it is only available in the houses of the wealthy. A 
method of using a disinfecting fluid in an economical, 
yet thoroughly efficient way, has, therefore, up till now 
been a desideratum ; and this, we think, is produced by 
the simple yet ingenious apparatus, the invention of Dr 
M. A. Gardiner Brown, surgeon, introduced to public 
notice by the " Chloralum Company, London," who have 
purchased the patent. The apparatus consists of a reser- 
voir containing chloralum, and communicating by means 
of a small tube with the down-flow or water pipe from 
the cistern to the closet-pan in such a way that the water 
flowing through this supply pipe draws over by suction 
a small quantity of the chloralum, with which it becomes 
thoroughly commingled. The right amount of the disin- 
fectant to be used is determined by a measuring tube 
within the apparatus ; which also prevents any one wast- 
ing the chlorsdum, whilst at the same time there is a full 
and sufficient quantity discharged for the purpose of 
neutralising all effluvia from the closet. The disinfector 
is easily fixed, and cannot get out of order ; and should 
in public places be enclosed in a wooden box constructed 
for the purpose, with a lid at the top, so as to admit of 
charging it from time to time. Its capacity is one gal- 
lon, other sizes being made to order; its general form 
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that special attention should be had not only to the con- 
struction of water-closet appliances, but to the ventila- 
tion of the rooms or places in which these appliances are 
placed, more especially if these are within — aa they in 
nine cases out of ten in the majority of our towns are 
within — the interior of the house. As a rule, the rooms 
or closetSy in which tlie seats and apparatus are placed, 
are too small. They should be of dimensions superior 
to that of a mere closet; they should also be well 
lighted, which they not often are ; and they should be 
well ventilated, which they very seldom are. In the 
flat system of house building, the closets are generally 
seen in their worst state, of miserably small and cramped 
dimensions, almost always totally dark. They are ren- 
dered still greater nuisances by not being ventilated to 
anjrthing like a proper degree of efficiency. Placed gene- 
rally not far fj^om a chimney, it would be no difficult 
matter to arrange a flue in connection with this, by 
which the withdrawal of the foul air would be a matter 
of certainty ; and being, as a rule, situated close to the 
staircase, means of obtaining a supply of fresh air are 
within reach, or a special flue might be made leading 
from the external air for this purpose. In many cases, 
the only means of ventilating — so called — applied to 
closets in houses on the flat system, is a small window 
or opening communicating with the general staircase. 
If this does act as a ventilator, it only acts as a shift- 
ing of the evil, supplying foul air to the staircase, 
which in turn gives a supply to the houses. If the 
staircase were properly ventilated, the evil would be less 
marked ; but staircases, as a rule, are not ventilated, as, 
indeed, may be known any day by the sense of smell on 
entering tliom. And yet, lighted as they generally are 
ither wholly or partially by sky-lights, a ready means 
■ecuring efficient ventilation is offered, if it would 
'>y house proprietors and builders be accepted by 
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them ; and no great amount of inventive or constructive 
ingenuity is called for in accepting the opportunity, and 
making the ventilation of a common staircase thoroughly 
efficient. In detached suburban and rural houses, the 
difficulties in the way of giving roomy, well lighted, 
and efficiently ventilated water-closets or rooms, do not 
exist as in the case of town houses, and no excuse 
should be accepted of the builder who does not give 
all these advantages. 

As the presence of the sewage matters in the long con- 
tinuity of our town drains and sewers is that which of 
course gives rise to the gases, it is of great importance 
that these should be carried off as rapidly as possible to 
the place of final deposit, and not be allowed to remain 
in a condition more or less stagnant in their interior. 
This will be secured' by giving, in the first place, as 
great a fall as may be attainable by local circumstances 
to the drains and sewers throughout their whole length, 
so as to secure the highest degree of velocity to their 
on-flowing contents ; and in the second, by copious dis- 
charges of water into their interior, so as to aid the dis- 
charge and the cleaning out of the sewage. This last 
process, which is known as "flushing," is now greatly 
advocated; and many corporations, impressed with a 
sense of its value, are urging on the supplies of water on 
a greatly increased scale mainly with this object in view. 
But efficient as "flushing" may be for the purpose of 
cleaning out the drains and sewers from solid decom- 
posing matter, we shall see as we proceed that this un- 
fortunately only increases the difficulties attendant upon 
the final utilisation or disposal of what is now known 
as " town sewage." 

Before dismissing the subject of the water-closet sys- 
tem, it will be useful here to describe the mode adopted 
in Liverpool to get rid of the old system of privies, and 
open middens, and cesspools. 

p 
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In Liverpool, the "water-closet system" is carried 
extensively out. Itp to 1854, at the date of the passing 
of a Sanitary Amendment Act, the "midden system" 
prevailed ; but under the powers of the Act, and after 
due consideration of the local features of the town, and 
the conditions which would come up to the requirements 
of the medical officer of the Board of Health, it was 
determined to adopt the " water-closet system," but with 
special structural arrangements presently to be described. 
The decision to adopt this system arose not from a notion 
that it was the best way to dispose of, or rather to treat 
the sewage of a town in the first instance, but chiefly 
because the immediate neighbourhood of the tidal river 
— the Mersey — enabled the sewage to be discharged into 
it, without any fear of evil arising from its dangerous 
pollution, inasmuch as the tidal currents being very 
strong, and the river water not being used for domestic 
purposes, the sewage is swept away to sea so speedily 
and completely, that no deposit in the river is the result ; 
and also from the fact that the water-closet system ad- 
mitted of the sewage being carried away in the quickest 
way from the houses. The almost universally used 
middens and open privies are fast disappearing, no new 
ones being allowed to be erected ; and those still in 
existence are being rapidly converted into the trough 
water-closets, now to be illustrated and described. 
Under this system an ample supply of water is requisite ; 
and this is provided entirely by the corporation, at the 
rate of twenty-five gallons per head. The private wells 
are now nearly altogether enclosed and disused, the water 
from them having been found very much contaminated 
^ith sewage matter. In Fig. 58 we give a plan; in Fig. 
^9 a section on the line a 6 in plan ; and in Fig. 60 a sec- 
'on on the line c d in plan of the "trough water-closet '^ 
'^ted in Liverpool. In Fig. 60, A is the water supply 
the hydrant, with the hose inside the chambers. 
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parties using the wster-doaets have no power to 
. on the water themselves, the tap being kept under 

and key by the authorities. The contents uf the 
jt are once s day well flushed into the sewers, while 
le eame time the courts and alleys are weU washed 
the water supplied by the hose from the hydrant, 
iflicere appointed by the corporation for this duty, 
lial arrangements are thus made to flush the whole 
5m of sewers, and to ensure the speediest discharge 
lie sewage into the river. And in order to prevent 
accumuktion of gases in the interior of the sewers, 

Fig.CS. 
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ial ventilating arrangements have been adopted. 
.e are as follows : first, the sewers ate connected by 
with lofty factory chimneys ; second, down spouts of 
houses, if not near to windows, are carried Into tlie 
rs without being trapped ; third, special ventilating 
meys are employed, the outlets of which are pro- 
i with the Archimedian Screw Ventilators, which 
Lave iUustrated in Fig. 42, Chapter III. The 
ge, amounting to an ordinary average flow in dry 
her to twenty-five millions of gallons per day, is 
laiged into the Eiver Mersey at el^t 4\S.«.t%t^. 
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points. A conceHBion has recently been granted by tin 
corporation to a company, who pump ao mnch of the 
sewage by steam power on to a fann of 60 acres, wbieh 
lies somewhere about eight miles from the town. The 
experiment, bo far, has not been, we nndeistand, succeiiBfaL 

Fig. 59. 




We now come to the consideration of the important 
subject — l!i,e ultimate di^>osai of the loien, sewage. Frun 
what has been eaid, the reader will perceive that one 
TOHult of the new system of town drainage and sewerage 
as been the creation of a vast supply of " sewage ' 
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f diluted with water, and greatly contaminated by 
reaence of the excreta of our population Shortly 
the water system was first earned out on the largo 
the difficulty of deahng with the large volumes of 
e which was 




)und to be so 
as it was at 
hought, and is 
lopulnriy sup 

to be One 

of tills was, 
the blame — jf 

there was, attachable to any one in connection 
a subject which is charactensed by ao many diffi 
9 as the disposal of town sewage la — was laid to 
redit of what was, and is stdl, popularly called 
stupidity" of the fanners in going to great ex- 
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pense in procuring manurial substances, from great dis- 
tances^ when such a valuable one was lying, so to say, 
at their own doors, and obtainable at an easy pur- 
chase rate. Much of this reproach might have been 
spared had the public taken the pains to ascertain in 
a plain matter-of-fact business-like way, whether it had 
been fairly and conclusively decided, that this town 
sewage did really possess the agricultural value so 
strictly claimed for it, and whether the farmers have ever 
had it in their power to use it practically. A very 
little consideration would have shown that this sewage 
is not quite what one may call a "portable" article, 
that the farmer cannot order a ton of it, as he would 
of guano or of superphosphate, even admitting — which, 
as we shall see, cannot be admitted — ^that it was as 
.valuable to him as these well-known manures. Had 
such consideration been given, the public would soon 
have seen that the solution of the town sewage ques- 
tion was not quite so easy as has been supposed. 
That there must be some difficulties not easy to be 
overcome, in connection with the solution of the ques- 
tion, is evident enough, when we consider that a very 
long course of years has passed away since the subject 
has been discussed, and apparently settled as against the 
farmers, and altogether in favour of the high manu- 
rial value of town sewage, and its applicability to the 
general details of practical farming. Yet we are very 
much in the position we were years ago ; and, in spite 
of all that has been said, very little has been done. And 
what has been done is so little satisfactory, that we find 
one of the largest and wealthiest Towns of the King- 
dom, after spending a large amount of time and money 
in investigating the whole subject, coming to a decision 
^■^early the very opposite of that which Boards of Health 
(}ovemment Officials, and a large and influential 
naoreover, of Scientific Men, have done their best to 
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induce the public to' believe was the only and right 
decision to come to. And we find the Corporation of 
this town (Birmingham) about to inaugurate a system of 
treatment and ultimate disposal of their town sewage 
very closely approximating to what we have for long 
advocated as the one most likely to be generally available 
for towns situated as Birmingham is. 

While, doubtless, it is true, as we have elsewhere 
remarked, that the mobile vehicle of water is one admir- 
ably adapted to aid in the removal of the sedimentary 
matter usually contained in sewage water, and that the 
more water you can send down your drains and sewers, 
the less chance will there be of their becoming choked up 
with deposits ; still, on the other hand, it is equally true 
that every addition to the moving or flowing force of the 
sewage matter, obtained by increasing the quantity of 
water, must of necessity decrease the value of the sewage 
as a fertiliser. Thus, while we perceive that if the 
object of our town drainage system is merely to convey 
away the sewage as quickly as possible, the admission of 
water to act as the moving power is essentially neces- 
sary, if efficient drainage be desiderated. It is also 
obvious, that if the object of our town drainage system 
be to supply us with a fertiliser, in addition to its other 
objects, the more water we add to- our drains the further 
do we depreciate the value of the fertiliser. Thus, then, 
we find, that if we advocate the tabular system of drains 
with their water carriage as the correct one, we are 
placed in a dilemma out of which it is difficult to move. 
If, to keep the sewage matter as strong as possible as a 
fertiliser, we do not use much water, then, by the stop- 
page of the drains, or at least the sluggish flow of the 
sewage through them, we do not come up to the sanitary 
requirements of the question; we make our drains, in 
fact, " elongated cesspools." On the other hand, if we 
sweep out quickly the contents of our drains by the aid 
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of large bodies of "water, we reduce the value of the 
sewage as a fertiliser, and do not come up to the agri- 
cultural requirements of the question; adding also to 
the difficulties attendant upon using the enormously large 
bodies of fluid thus produced. 

The whole question is manifestly one of the greatest 
difficulty, but we have always maintained, and that for a 
long time, that it is one which concerns the towns 
chiefly, not the country districts. The duty of all cor- 
porations is to get rid of the nuisance which sewage is, 
if left to remain in and near the neighbourhood of houses ; 
and this riddance is, if there is anything in sanitary 
science, an imperative duty, to be performed at whatever 
cost. If, -in the getting rid of the nuisance, from a sani- 
tary point of view, they can make anything of it, from an 
agricultural point of view, good and well, let them do it, 
and then "rest and be thankful" But if they go in to 
make money the almost primary consideration, they 
must, in taking this commercial view of it, do as other 
commercial men do, take the sewage to the market. When 
they do take it, we fear that, in some instances at least, 
they will find the market will not be so very good. Only 
of this let them rest assured, that the farmers are not the 
foolish fellows some say they are, and that if, when it is 
put before them in such a way that they can use it, they 
will do so, if it be worth using. Under the present 
aspect of the question, it is quite obvious that much 
has to be done before they can put it thus to the test 
in a general way. Mahomet, in this case, cannot go to 
the mountain, the mountain must go or be taken to 
Mahomet. And this taking of the mountain is the work 
of parties other than the farmers — we say it is that of 
corporations. 

In connection with the supply of manure to our agri- 

Itural districts, it might be taken as a maxim, that the 

•e concentrated it is, the cheaper it will be to the 
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farmer. On this point Professor Way remarks : " The 
carriage of a cheap manure was obviously the same as 
that of a dear manure. Guano, for which they were 
paying ten pounds a ton, they could take into the couutry 
at a cost of not more than ten per cent, of its value; but 
this same cost of carriage would amount to 100 per cent, 
on the value of a manure costing one pound per ton, and 
the farmer could not afford that. The tendency was 
very properly now to increase the value in a given 
quantity of manure. If it was worth thirty pounds per 
ton, so much the better, provided it contained the same 
value as could be supplied by thirty pounds worth of 
other descriptions of manure." As all are agreed in the 
one point, that sewage matter of towns, even when largely 
diluted with water, is a fertiliser of some value, the point 
narrows itself to an engineering one, whether it can be con- 
veyed to the land at a cost which will render it pecuni- 
arily valuable to the farmer. It is upon this the whole 
question hmges, and it is on this that opinions become 
so opposed to each other, that it is very difficult to decide 
which is right. If the present system of tubular house 
drains, leading to sewers, and these again to streams and 
rivers, is to be carried out, then it is clear that on the 
one hand we commit a great waste in an agricultural 
point of view, by throwing needlessly away that which, 
beyond all doubt, contains a comparatively large quantity 
of fertilising materials useful for certain crops ; and on 
the other, we commit a great wrong in a social and sani- 
tary point of view, by polluting our streams and rivers, 
poisoning the very sources from which we obtain the 
water useful for household purposes, or making our 
rivers huge open cesspools, to flow past or through our 
towns, sending forth from day to day *' the seeds of dis- 
ease and death." But even supposing that the in every 
way absurd method of conveying our town sewage to 
river outfalls is discontinued, and plans adopted by which 
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the liquid sewage is arrested in its progress, prevented 
from entering the river and stored up, and dealt with 
either by pumping it directly on to the land, or treated 
so as to make it part with its fertilising matter in a solid 
form, still the present system of drains, necessitating, as 
it does, the use of water to make them efficient, presents 
difficulties which seem inherent in the system ; for it is 
evident the more the population becomes extended, and 
the farther the present principle — the conveying through 
the drains ** all the refuse which can be estimated to float 
in water" — ^is carried out, the greater the quantity of 
water required, and the greater the decrease in value of 
the sewage liquid obtained. In view of these points, the 
attention of our first men of science has been directed 
to the carrying out of some plan by which both the 
agricultural and sanitary requirements of the question 
can be met. That some modification of the present 
system is desiderated, few are disposed to deny. 
Some — and the number is fast increasing — go further, 
and affirm that the present water system is in prin- 
ciple wrong; that no modification of the practice 
founded on it will meet the difficulty; that we shall 
have to begin again — inaugurate another system — at 
least so far as the faecal results of our population is con- 
cerned. 

It will be necessary, therefore, at this point in the con- 
sideration of the question, to state as briefly as may be the 
difficulties which stand in the way of a system of utili- 
sation of town sewage by irrigation, on the large scale 
necessary to deal with the vast quantity of sewage met 
with in large towns. 

And, first, as to the value of town sewage in its nor- 
mal condition as a manurial agent in the fertilising of 
*.nd. The chief source of such value as town sewage 
wesses, is the excreta of the population. These sub- 
es are the most precious of all manures, and the best 
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destination for them Ls, undoubtedly, the land. They 
constitute^ in reality, the only valuable portion of town 
sewage. All the inorganic matter is useless from a 
money point of view, or nearly so, and is likely to be 
prejudicial to the land. Instances, indeed, have been 
named of town sewage from manufacturing towns 
being poisonous to land. At all events, the matters 
in sewage, other than human excreta, if not posi- 
tively injurious to land, " are certainly not necessary 
or desirable." The saline matter of excreta alone is 
useful, as *' it closely resembles the saline matter taken 
from the land by the plants" under ordinary circum- 
stances. Manufacturers' products in sewage may, "in 
lapse of time, if they do not by their chemical action 
injure the growth of plants, be forced by their mechani- 
cal action injuriously to interfere with the nature of the 
soil." 

The quantity of solid excretal matter yielded per day 
by each individual of the population — ^taking all classes 
and all ages together — is estimated by one authority at 2 
and by another at 2 J oz. This contains 36-lOOths of an 
ounce of nitrogen ; and by the percentage of this consti- 
tuent which it contains, the value of a manure is estimated. 
Urine contains the most nitrogen of the human excreta. 
Dr Parkin says : " Each individual passes on the average 
2 J lb. (2 pints of urine daily, and 912 lb. in the course 
of the year). As this liquid contains 3 per cent, of 
nitrogen, according to Baron Liebig and other chemists, 
each individual would thus furnish 27*36 lb. of nitro- 
gen in the course of the year. Now, 3 cwt. of guano 
is always sufficient for an acre of corn land; and as 
this manure contains, on the average, about 8 per cent, 
of nitrogen, the above quantity would give 27 lb. If 
applied in the same proportion, each individual would 
be able to fertilise an acre of com land. The excreta of 
28,000,000 — the present population of Great Britain — 
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would therefore furnish sufficient manure for 28,000,000 
acres." 

But the solid and the liquid excreta do not form the 
only ingredients of town sewage in its ordinary condition, 
but they are mixed with a large proportion "of drainage 
water, the surface or rain water from the streets, which 
tends to dilute it, and correspondingly reduces its manurial 
value. On the other hand, the value is somewhat in- 
creased by the soot, dung of horses, etc., which are swept 
ofif the roofs of the houses and the streets by the rain, 
and into the drains and sewers. Taking it however, in 
its normal or ordinary condition, the value of a ton of 
town sewage may be set down at twopence. In stating 
the price of Peruvian guano to be from twelve pounds 
to fourteen pounds per ton, we give the extremes of 
manurial value ; and in the price of farmyard dung at 
from three shillings to five shillings, the medium value of 
our chief manurial agents. The manurial value of the 
excreta voided daily by one thousand of our population 
has been estimated to be, in their natural condition, fifty- 
two shillings and elevenpence ; of which the liquid is put 
down at twenty-four shillings and eightpence, and the 
solid at twenty-eight shillings and threepence. On this 
calculation, 1000 of our population produce annually a 
a money value of £541, 15s. But this is the theoretical 
side of the question. There comes into the practical 
side of it, the enormous quantity of water with which 
the town sewage is diluted, so that in place of finding 
we have a value of over two pounds sterling a ton, we 
have not -over twopence as representing that of town 
sewage in its ordinary condition. Not so much as that 

■» fact, for the majority of authorities put it at between 

i. and Ifd; and some — and no mean authorities — 

the value down so low as only one penny per ton. 

'% the difference between the theoretical and 

"^ae of sewage manure. Nor need we be 
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surprised at the discrepancy between the two, when 
we remember that the same in kind, although not in 
proportion, exists between the theoretical and practical 
value of farm-yard dung. Some chemists value this at 
twenty shillings, others at about twelve shillings — none 
lower — ^per ton ; and yet we find that in practice it only 
brings prices varying from five shillings and sixpence 
to seven shillings and sixpence or eight shillings per ton. 
The value of a thing is what it will bring ; and, judged 
by this standard, what is the value, the manurial value, 
of town sewage i 

This value is dependent upon circumstances more or 
less numerous. It not only depends upon what, as a 
fertilising substance it is, as compared with other ferti- 
lising substances, but upon the condition in which it is 
as affecting its transport. The more concentrated a 
manure is, it is the more valuable, not merely because 
the whole of it, or nearly the whole of it, goes to the 
plants' nourishment — ^no extraneous and valueless matter 
being mixed up with it — but because of the cost of 
transport from place to place. Valuable as we all 
admit farm-yard dung to be, there is a limit beyond 
which it would cease to be valuable at all, inasmuch 
as the cost of its transport would be worth more 
than its fertilising value. If in any manure there 
is a fertilising value, say ten times that of farm-yard 
dung, it is obvious that the same result — as a fer- 
tiliser — ^would be obtained by using a ton of this as 
-by using ten tons of the dung. But the cost would 
be vastly different; one would have to pay the car- 
riage of ten tons if one used the dung, in place of the 
carriage of one ton if one used the concentrated manure. 
But this mode of comparing one manure with another, is 
only correct so far as it goes — ^indeed, in another aspect 
the comparison is wrong, or at least likely to lead to 
fallacious results— but it is correct, so far as the bulkia 
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to the land required for the purposes of sewage utilisa- 
tion. 

Land cannot be obtained of sufficient extent in the 
neighbourhood of the towns in which the sewage is pro- 
duced ; and this may safely be accepted as the rule, wher 
"^e consider that one acre is required for every twenty tc 
twenty-five individuals of the population. The land. 
moreover, must be, to give the best results, of a certair 
quality j and locally, so far as its surface is concerned 
arranged in a certain way before the best results of th( 
application can be secured. 

^ With regard to this point there is, or rather will be 

ii the sewage of large towns is to be used for irrigation 

an almost insuperable difficulty in getting the requisite 

^juantity, and the proper quality, of land for the utili 

®ation of the enormous quantities produced. Th< 

"^^^foaingham Sewage Committee, in pushing their in 

<3[Uxries on the subject, for example, found that th' 

^veragg of seven towns which have had their sewag 

^tiiised by irrigation, gave 5768 tons of sewage as th 

^x^'^^y quantity applied per acre ; and, applying this t 

^e case of their own town, they found that 4800 acre 

ouid be required, if the same system of cultivatio 

'^ /arming was adopted as in these seven towns, upo 

■Qich lye grass and vegetables were the staple product 

eTTown. Now, as the committee remarked, it would l 

™??^ifestly absurd that an area of this extent (near! 

UOO acres) could be devoted to such a system of farmin 

^ tliey tkSLyfQ now a difficulty in disposing of the rye gra 



^^oi?vn upon their small sevvage experimental farm 
•^^^J.t'by, liow could they have any reasonable expectati 
^* c^isposing of the enormoua quantity grown upon 50 
a.ores1 The ordinary style of farming must, thereic 
t>e adopted, if adopted at aU, «tid the land would reqi 
•to V>e of double the area, o:^. gay ^^>^^^ ^^T* ^ f 
iroxn tlio difficulty of getting tbia qnantity oi land iti 
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ndglibourhood of large towns, the mere cost of pref 
the land — averaging this at £25 per 
with aewage, would be so enonnona that thia difficnlty 
alone would act na a strong deterrent in such casea. Then, 
again, how about the management of such a. monstroDS 
farm \ Are corporationa to add to their own duties those 
arising from farmlDg on eueh a gigantic scale i And, 
moreover, where are the tenants to come from 1 For, as 
has been well remarked, very few farmera would under- 
take farming if they were compelled to use all the sewage 
sent to theui, at tiie risk of being indicted for creating a 
nuisance by their non-usage of it. 

Every point, however, connected with the utilisa- 
tion of town sewage by the irrigation of land, is go 
snrruunded with difficulties, that corporations find it 
pmctieally impoaaible to come to any right decision on 
f 004 (rf them. The Birmingham Corporation, for 
* ■"*" '■ ' "" r the most extensive and searching 
. done in sewage imgaticni, 
9 principles upon which scientific 
) connectiou with its practical work- 
i the questions " are practically nn- 
oS established principles and settled 
S nothing but doubt and uncertainty, 
t^^iculturists alike holding opinions 
Kondlaht;/ conflicting." On points 
;tical farming, and on financial re- 
inb being of perhaps more importance 
gliam Corporation could get no 
luld lead them to definiie and 
The difBcuIties of the qnestion, 
1 by finding that the experience — 
ined by one town in the disposal 
> guide to another town, differently 
icea of populntion, k 
e no great difficulty ii 
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ing with the sewage of a small town; but iu dealing 
with that of a large and densely-populated city, the 
circumstances are so materially different, that, as is well 
pointed out by Mr Hawksley, the eminent engineer, the 
difficulty may " become incalculably greater." 

Seeiog, then, the difficulties which are unmistakably 
attendant upon the disposal of sewage in large quantities, 
by adopting plans by which it is to be used in irri- 
gating land, the question comes up, how is it to be 
treated, as ^treated it must be, if the health of the 
inhabitants of our towns is to be considered 1 The 
methods of treatment, or disposal, other than those 
involved in the systems of sending the whole of the 
sewage into rivers or streams — ^if this indeed may be 
considered a system of treatment at all — and in using 
the sewage in its normal condition, and in its full quan- 
tity in the irrigation of land, are pretty numerous as 
regards diversity of detail in working ; but numerous 
as they are, they all come under one or other of the 
following classes. These classes or systems are, firsts 
dealing with the excreta of our town populations in 
a special way, altogether separate from the sewage 
drains, leaving these to conduct the waste waters of do- 
mestic and industrial operations, and also the rain or 
storm waters alone. Second^ Precipitating processes, by 
which the solid organic and putrescible portions of 
the sewage are deposited in a solid form, which is 
to be used as an ordinary manure, passing the liquid 
portion of it in a condition more or less clear and free 
from putrescible matter into the rivers or streams. Third, 
Keeping the rain and storm waters in drains distinct from 
those conveying the sewage; the rain water to be passed 
to the river or stream ; the sewage, in a consequently more 
highly valuable form, as a fertiliser, to the land for irriga- 
tion purposes. Fourth, the filtration process, or, in other 
words, ^ the application of sewage to a moderate quantity 

Q 
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of land, so as to make purification Uto first object, and 
cultivatioa the second, with tlie view of passing the 
afflaent water as quickly and cheaply aa possible into 
the river." These Tarions systems we pnqxtse now 
briefly to describe, taking up these in otder aa above 
sitmed. 

Of the first of these systems, namely, that which pro- 
poses to deal with the excreta of onr people, in a special 
way, apart altogether from the liquid refuse of houses, or 
the storm or rain waters ; ia other words, the treat- 
ment of the solid and liquid excreta separately ; a well- 
known example is that 
Fig. 61. of Moule's Dry Earth 

closet. The deodo- 
rising and absorbent 
power of dry soil or 
earth baa long been 
known, but a system- 
atic mode of applying 
it to the treatment (J 
I he excreta of our 
houses is due to the 
Rev. Mr Moule, who 
has introduced several 
mechanical arrange- 
ments by which it 
can be used. The 
general principle of 
these is illustrated in 
Fig. 61, in which a is 
the closet, 6 the seat, c the receptacle for holding the 
'pply of dry earth, a contrivance being attached to 
by which, after using the closet, a portion of the 
is made to cover the excreta. However efficient 
'■odoriser and absorbent of fscal matter dry 
b^ — although it may be here remarked that it 
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is not so efficient as it is by some maintained to be — 
it is obvious that there are almost insuperable difficulties 
attendant upon its use on the large scale, which will 
prevent its bemg adopted in towns. 

There are, moreover, certain difficulties attendant upon 
the use of Moule's apparatus, which will retard its very 
general introduction even in country districts ; thus the 
quantity of dry earth required for each time the closet is 
used is so considerable, that it will in some cases be a matter 
of difficulty to get the supply of earth kept up ; and this 
will be increased by the fact that the earth requires to be 
well dried, and in a state of fine division. The mechanical 
arrangement of the closet is also such, that the covering 
of the excreta is not always secured. Nor is the value of 
the manure anything so high as was at one time sup- 
posed. This has been, we think, conclusively proved by 
the experiments recently published by Dr Voelcker in the 
"Journal of the Koyal Agricultural Society of England," 
The objections which obtain to the use of Moule's appa- 
ratus are, we think, got over by Sandford's carbon closet. 
.In this, the mechanical arrangements are so well devised, 
that the excreta are covered by the deodorising material 
with absolute precision and accuracy. The material 
employed is charcoal obtained from seaweed. Very 
little is used each time the closet is put in requisition, 
as compared with the dry earth in Moule*s apparatus. 
And, while it is an excellent deodoriser, it is also 
in itself a manurial substance of such value, that it 
will pay for itself if used as a manure ; but when 
mixed with the excreta, the value of the manure is much 
increased. Where the closet is a fixture — for the system 
is applicable to commodes — the charcoal is drawn from 
a reservoir on the roof of the house, and after it is 
mixed with the- excreta, it is discharged in a dry state 
into a concealed vault in the basement. The liquid re- 
fuse of the bedrooms is discharged into a small urii^ 
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placed in each floor, and conducted from this by a lead 
pipe to the vault in the basement, where it is mixed with 
the charcoal and excreta passed from the closet above. 
The vaults in this system are emptied at intervals — in the 
case of private houses once a year — and the manure taken 
to the establishment of the company which works the 
patents, and is there passed through certain processes, 
which result in the obtaining of valuable products, as 
charcoal, tar, gas, and manure. 

Another system, belonging to the class now under con- 
sideration, and which is highly spoken of as applicable 
to public works, is that known as "Strang's Patent 
Sewage Filter." This consists of a cast-iron box, which 
is placed as near the drain or sewer as possible, and 
which receives the contents of the closets in the works or 
ranges of tenements. This box is divided into two com- 
partments, the lower of which is deeper at one end than 
the other, the upper compartment being rectangular, the 
two compartments being separated by a perforated grat- 
ing, which carries or supports a bed of common ashes. 
The solid and liquid excreta are passed into the lower 
compartment, the solid portion gravitating towards the 
small and outside end, and which is provided with a 
valve or door by which the solid part is withdrawn, and 
discharged into a portable covered ash-box, which is re- 
moved from time to time as filled. The liquid portion 
passes upwards through the bed of ashes in the upper com- 
partment of the box, and is finally led off in a condition said 
to be " perfectly freed from all contaminating matter," by 
a pipe which communicates with the drain or sewer. This 
apparatus, it is obvious, can be applied to the present 
water-closet system, and admits of closet apparatus of 
1 much more simple character than that now in use. 

« manure obtained by the use of the Patent Sewage 

is stated to be of high value. The filter is also 

} to the treatment of refuse liquid and solid 
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matter of any kind discharged from factories, chemical 
works, etc., etc. 

In Mr Edwin Chesshire's patented system, the object 
is to keep the solid excreta apart from the liquid, the 
solid being treated so as to render it fit for a manure as 
used in the ordinary way. The liquid portion of the 
excreta is to be separated from the solid at the fountain- 
head, and, with the ordinary water of the closet — ^if a 
water-closet be used — ^is filtered through charcoal, and 
then passed into drain-pipes, placed above or at the side 
of the ordinary street sewers, and finally utilised for the 
irrigation of land. The liquid portion not being mixed 
with rainfall will be therefore much less in quantity and 
richer in quaUty than the town sewage under ordinary 
circumstances. 

Another method proposed under the present head, is 
what is known as Liemur's Pneumatic System. In this, 
the excreta mixed only with the water of the water- 
closet — ^if this be used — ^are kept apart from the rain- 
fall, and the liquids from domestic and manufaetur- 
ing operations. The privies are connected by pipes to 
a central reservoir or tank, placed under the pavement 
of the street. These tanks or reservoirs are made of 
wrought-iron plates, strong enough to resist considerable 
atmospheric pressure. Each privy-pipe is provided with 
a valve, by which the communication between the reser- 
voir and the privy or closet can be cut off when required. 
The tanks are emptied by means of atmospheric pressure, 
and are proposed to be so emptied at night. A portable 
or locomotive steam-engine, with appropriately designed 
air-pump, etc., is brought up to the tank, the pump is 
set to work, to form a vacuum in the tank, the valve on 
the pipe connecting it with the privy is then opened, 
and by the atmospheric pressure the contents — ^liquid 
and solid — ^are then forced into the reservoir. The 
reservoir is then emptied by the same principle, the 
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contentB being forced into a reoeiyor, placed in connec- 
tion with the locomotiYe engine. The pbm is a modifi- 
cation of that which was used, and is, we believe, still 
used, in Pans, in some districts, for the emptying of the 
cesspools. While possessing many features worthy of 
notice, and while no donbt yielding for farming pur- 
poses a manure much more Taluable than ordinaiy town 
sewage, it is obviously, we think, difficult to be carried 
out on {he large scale, where it would be of necessity 
'' costly and cumbrous/' to quote the words of the Bir- 
mingham Sewage Report 

l^e last method to be noticed under the separate 
system of treatment of the excreta of houses in towns is 
a modification of the old open midden or ash-pit and 
privy system, alluded to in the early portion of the 
present chapter, and which is now being carried out at 
Manchester and Rochdale with such success that, as 
we shall presently see, the town of Birmingham is about 
to follow up the plan, or a modification of it, in the 
treatment of the excreta of their large population. 

In the large and densely populated city of Manchester, 
the local peculiarities rendered an adoption of the water- 
closet system on the complete scale, as in Liverpool, a 
practical impossibility, not merely from the fact that the 
necessary supply of water could not at any cost be ob- 
tained, but because there was no river near into which 
the sewage could be discharged, without making it abso- 
lutely intolerable from its filthy condition, a condition 
had enough at the best under ordinary circumstances. 

uodification of the " midden and privy system,'* uni- 

dly used in the city, was therefore necessitated, this 

illustrated in Fig. 02, which is a plan, Fig. 03, a 

ection on line a 6 on plan, and in Fig. 64, which 

>ction on the line c d in plan. The following is 

iption which Mr Leigh of Manchester gives of 
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** It consists of a common privy, with a small covered 
ashpit, from the top of which a ventilating shaft is 
taken to the roof of the house to which it is attached. 
The .floor of the ashpit is of glazed earthenware, abso- 
lutely water-tight, and its 
door, which is either at the 
side or back, is kept locked, 
and only opened by the 
night-soil men when they 
come to empty it. The 
ashes can only be emptied 
into the ashpit through the 
privy seat (which is pro- 
vided with hinges, and can 
be raised entirely for this 
purpose), and must of ne- 
cessity be poured over, and 
thus deodorise the faecal 
matters. 

" Dust -boxes are pro- 
vided for the miscellane- 
ous solid refuse. 

"The house slops and 
liquid refuse are poured into the sewers through a pro- 
perly trapped grid in front of the dwellings, and a 
further improvement is also sometimes adopted by which 
aU continuous communication between the house drains 
and sewers is cut off, and an escape of sewer gas into 
the interior is made impossible. The method by which 
this is eflfected is extremely simple, and will be most 
readily explained by reference to the sketch in Fig. 65. 

No special means are taken to ventilate the sewers, as 
in Liverpool. Such ventilation as has been arrived at, is 
effected by the down-spouts of the houses, and by street 
gratings left open for the purpose. The " fall " of the 
sewers and the consequent discharge of the sewage being 
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SO rapid, no fluslung, as a regular By stem, is carried o 
although it is occastonallj done, llie escape of sewi 
gases from the interior of ordinary drains to those of 1 
houses with which they are connected, is prevented fay 

Fig. 63. 




TaDeement illustrated in Fig. 65. In this the sewei 

■•at up io the outside wall of the house, connect 

point by a trapped grating, on the top of wh 
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grating the house drains discharge their contents. This 
system is being now introduced into Manchester. 

The system adopted at Rochdale proceeds much upon 
the same principle as that used in Manchester, the 

Fig. 64. 




iL""* I 



F^aj^e 



object being the conversion of the old and expensive sys- 
tem of middens and privies into privies calculated to pro- 
mote health and decency, and to keep out from the sewers 
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as much of the excremental matter of the population as 
possible. The following is a description of tlie system, 
as prepared for the Birmingham' Sewage Inquiry Com- 
mittee by Mr Alderman Taylor of Eochdale : 

'* Beneath each closet seat a receptacle, containing a 

Fig. 65. 
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GROUND FLOOR 



CE LLAR FLOOR 

Vel lap Drain 



fuall quantity of a chemical disinfecting fluid is placed, 

which the faeces and urine are collected, the vessels 

% removed in a covered cart in the daytime to a manure 

factory, weekly, or more frequently if required, an 

"** feature of the process being a retardation of 

'* of the excreta, so as to prevent it from foul- 
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ing the atmosphere and being depreciated in value as a 
manure, which is eflfected by frequent removal of the re- 
ceptacles prepared as above stated. The cinders and dry 
refuse from the houses are in like manner collected in 
common barrels or other receptacles, and when full the 
contents are tipped into a corporation cart and removed 
to the same dep6t or manufactory as the excreta, where 
they are sifted by a winnowing machine, which separates 
the cinders, refuse, vegetable matter, and fine ash. The 
vegetable matter is burnt, and its ash and the fine coal 
ash sae used in the manufacture of the manure. There 
is a ready sale for the large cinders at the price of three 
shillings a ton, and the smaller cinders are used for work- 
ing the engine at the manufactory. The fine coal and 
vegetable ash is mixed with the excreta from the pre- 
pared receptacles, the mixture is subjected to a chemical 
process, and after being allowed to remain in heaps for a 
period of about twenty-one days, is passed through a 
screen to ensure perfect mixing. It is then a damp 
powdery manure, containing aU the constituents of the 
faeces and urine, except a large portion of the water. By 
this process a valuable manure is produced, which will 
allow of the addition of several valuable manurial agents 
if it be found desiraHe ; but such addition is not neces- 
sarily a part of the process. By this method of collect- 
ing and treating the night soil and refuse of towns there 
is nothing lost; all is made profitably available, the 
cinders being found sufficient to raise steam for any motive 
power required in the process of preparing the manure, 
and all other kinds of refuse, such as glass, iron, etc., can 
be disposed of for their usual purposes. The urine from 
the public urinals and that portion which can be collected 
from dwelling-houses, to which is added a quantity of the 
same before-mentioned mixture, which is put into the re- 
ceptacles for night soil, is evaporated and added to the 
prepared manure. The blood from the slaughter-houses 
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demned on accoTint of the pollution of the earth, air, and 
water in their vicinity which is its inevitable result, and 
that it is essential to the health, cleanliness, and comfort 
of the inhabitants of such districts that all faecal matters 
should be removed with the greatest possible despatch. 

2. That this can be effectually done either by the water- 
closet system, as at Liverpool, or otherwise by the Roch- 
dale, Manchester, or other systems, which not only secure 
a rapid removal of these matters, but effectually exclude 
both their solid and liquid constituents from the sewers. 

3. That some such system as the Manchester and Boch- 
dale system is being largely introduced in preference to 
an extension of the water-closet system, where there is a 
difficulty of dealing with the sewage at the outfall. 4. 
That thS Rochdale system appears preferable to the Man- 
chester system, because it deals separately with the 
excreta and dry refuse, and renders possible the most 
perfect and economical utilisation of each. 5. That the 
refuse from slaughter-houses, public urinals, and cattle 
markets may be advantageously collected and utilised. 
6. That where structural alterations or special modes of 
building are required, it is found most convenient to have 
them carried out through the special and stringent powers 
of a sanitary committee or medical officer of health." 
As will be seen further on, part of the scheme is the 
" downward intermittent filtration system." 

The recommendations are, it appears, now to be car- 
ried out, the 'Corporation Bill having passed the first 
reading in the House of Commons. 

Well adapted as the Rochdale and Manchester sys- 
tems, now described, may be to towns such as Birming- 
ham, and indeed to the majority of the towns of England, 
where the houses, however, humble, are all "self-con- 
tained" — that is, where each house is perfectly inde- 
pendent of its neighbour, even although the houses may 
be built in rows or streets, it is obvious that it is totally 



246 SANITARY SCIENCE. 

inapplicable to towns such as those in Scotland, where 
the houses are built on the " flat " system — that is, where 
the buildings are constructed in storeys, each storey being 
a separate house, or even forming two or more houses, 
all being entered from one staircase, called a " common 
stair'' in the north. In England, houses with yards, 
in which a privy is almost always placed, even altiough 
the house should itself contain a water-closet, are the rule ; 
in Scotland, decidedly the exception. The difficulty of 
the disposal of the excreta of Scottish towns cannot there- 
fore be overcome by the adoption of the Manchester, 
Rochdale, or even the Liverpool systems, above de- 
scribed, the circumstances being altogether different from 
those where the yard or outside privy and midden system 
is prevalent, as in so many towns in England. 

We now come to consider briefly the second method 
of attempting to deal with the great difficulty in the way of 
the disposal of town sewage, presented by the vast quan- 
tities of water with which it is diluted — namely, the pre- 
cipitating processes." These processes have a double 
object in view — first, the detaining of the solid refuse of 
the sewage, to be used in a separate form as an ordinary 
manure ; and second, so purifying it that the affluent 
liquid may be sent into the streams and rivers without 
polluting them. A great number of plans have been tried 
under this head, but the general result seems to be that 
the obtaining of solid manure from liquid sewage is 
next to impracticable. On the one hand, in support 
of this view, we have the evidence of a very great num- 
ber of trials which have been made to obtain a Valuable 
manure in this way, all of which have failed in giving 
thorough satisfaction ; while, on the other, we have the 

idence of the analyses of eminent and trustworthy 

(lists, pointing to the same result, all of whom agree 

T that if town sewage is to be applied to land 

t' most be applied in its normal state — that is, 
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in the liquid form. Professor Way has stated unhesi- 
tatingly, that any existing plan for the production of 
solid manure from sewage water would be a failure. He 
says this from a knowledge of the fact, that of the valu- 
able matters contained in sewage water, nine-tenths exist 
in a liquid state ; and these could not be separated by 
any known process of filtration, nor could they be pre- 
cipitated by any substance which they had at present at 
command. 

Where the processes under this head are so numerous, 
it is on the one hand manifestly impossible within our 
limits to notice them all, however briefly, nor indeed 
does the scheme of our work necessitate this being done ; 
while on thq other, it would appear invidious to select 
for notice a few out of many, where all claim precedence 
for their plans ; still we run this latter risk, and describe 
in briefest fashion the two which are at once the newest, 
and most highly thought of by many. The first of the 
precipitating processes which we notice is that known 
as Dr Forbes's Patent, which has been highly spoken 
of by scientific authorities — Dr Voelcker, chemist to the 
Boyal Agricultural Society of England, amongst others, 
having reported favourably of it. The distinguishing 
feature of this process is the employment of a material 
which, while it acts as a disinfecting agent, possesses also 
highly valuable fertilising properties. The agent em- 
ployed is the phosphate of alumina dissolved in hydro- 
chloric acid. Acting at once as a powerful disinfectant, 
and adding to the fertilising value of the clarified and 
purified sewage, it adds in like proportion to the value 
of this as an irrigating fluid. The deposited solid 
being disinfected to a very satisfactory extent, is made 
up as a solid manure with much less offensive mani- 
pulation than is the case with other processes of precipi- 
tation. 

The second process is that known as the ** A B C,'' 
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and to which a large amount of public notice has been 
attracted by the energetic working of the company 
organised for the purpose of bringing it into general 
use. The highest degree of efficiency has been claimed 
for it, and to the Company at all events the merit is 
due of basing their chances of being paid for their risk 
in many instances on the efficiency of the plan. They 
are now, for example, at Leeds, undertaking the treat- 
ment of the sewage, paying the corporation 5 per cent, 
on their outlay for erection of works, and giving them 
also 15 per cent, of the net profits from the sale of 
manures. The plan is also being carried out at Bolton, 
the company agreeing to take as a royalty, for the use of 
their patents, 25 per cent, of the manufactured manure. 
So much doubt, however, has been thrown upon the 
eflfectiveness and economy of the process by eminent 
authorities, especially the Kiver Pollution Commis- 
sioners, that the Corporation of Birmingham, which 
will henceforth stand forward as the Public Body which 
has done most to ascertain the whole bearings of the 
question, have not felt themselves justified to attempt 
to deal with their sewage by this process. The process, 
patented by Mr Sillar, consists in thoroughly mixing 
the sewage with certain proportions of alum, blood, clay, 
and charcoal, and certain other substances, allowing the 
mixture to remain quiescent for a time, till solid matter 
is deposited. The affluent water, more or less purified, is 
allowed to run off in the sewers or river, while the solid 
matter is manipulated and dried, and is then ready to 
be sold as a manure. 

We now come to the third plan by which the great 
dilution of sewage with water is proposed to be avoided 
— that is, by having two distinct sets of drains, one to 
convey away the excretal sewage to land to be irrigated 
by it, or to be treated by the precipitating process ; the 
ither set of drains to convey the storm and rain water to 
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ths rivers. Tliia waa first propoaed, and many years agoj" 
by Mr F. 0. Ward, but ig now better known aa the 
" Menziea system," from ita having been practically 
carried out by Mr Menzies at Eton. There can be no 
doubt that if, as one able authority puts it, " the rain- 
fall could be excluded from the sewage proper, a vast 
step would be gained towards the practicability of use- 
fully applying sewage." But however desirable this 
modification of the present system may be, such are the 
difficulties in the way of carrying it out, that there aeema 
little likelihood of its being adopted, the scheme involv- 
ing, OS will be seen, a double set of drains and sewers. 
This, however, is but one of the many difEculties which 
environ the project. Thus, for instance, a very important 
objection ia met with — important in ita results, if Mr 
Chadwick'a statement be correct — -namely, that town 
sewage owes much of ita fertilising powers to soot, as 
from the roofs of houses, and to manure, aa from the 
roads. If ao— but this is much disputed — then it is 
evident that this source of increased value is cut off ao 
soon as the plan of keeping the rauifall separate from 
the aewage is carried out. 

The following is a description of the fourth system of 
treating town sewage — namely, the filtration process: 
" The object in view — considering simply the purifi- 
cation of sewage — is to arrest the suspended matter, 
and to subject all the org^inic matters, both suspended 
and dissolved, to a rapid process of oxidation ; in fact, 
to convert the carbon of organic matter into carbonic 
acid, and the nitrogen into nitric acid and ammonia, 
all of which are soluble and inofi'ensiye in water — at 
any rate so far as that water with these only in solution 
may be safely admitted into a running stream. In 
other words, the object ia to determine the decom- 
poutioQ, BO as to bring the organic eonstituenta i 
rapidly as possible into the forms they would ultimate^ 
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usumo if thoy were left to decompose spootaneo 
The free oiygen always contained in the water of 
a nintiiiig stream, in process of time, effects the de- 
compuflition and conversioa of organic matter into the 
compimitdB — carhonic acid, citric acid, and ammonia ; 
and this conversion, combined with the subsidence of 
BUSpeuded matters, gradually pmiSes any river into 
wliioh sewage may have been discharged." 

The filtratiun processes — ^strictly so called — which 
have been introduced to public notice, are pretty name- 
TOiu. Out) to which attentiun has been much directed 
is that worked by the Peat Engineering and Sewage 
Piltralion Company (Mr Weare's patent). The filtering 
materials used in Weare's process are charcoal and sifted 
oinden. There is, we need scarcely say, great diversity 
of opinion ax to the efficiency of tiiis system, and the 
ooonomy with wltich it can be carried out. The Cor- 
poration of Bradford ore about to treat their sewage 
Upon it ; they are erecting the necessary works at their 
own ooiit, the company working the patent taking the 
MO wage and undertaking purification. 

If tliu render has followed us thus far, he will have 
oomu to the conclusion, if he had not, by a study of 
all ita plinaQs, previously come to it, that the question 
of tliin town suwage how best to treat and utilise it, 
ix what wo at tJie outset of its discussion stated it to 
be, oiiu surrounded with many difficulti&'t. If in con- 
nection with the one scheme, out of the many schemes 
brought forward to settle these difGculties, which seems 
from the evidence obtainable to be that the least sur- 
_^,L&dt)d with difficulties, namely the utilisation of sewage 
UuiuK it for irrigating land, the opinions of chemists 
^llgrioulturiHta are, to use the words of the Birmingham 
^i( Bftport, "absolutely'' and irreconcilably coDflict^j. 
nat ohuioe is thero of a definite opinion t "~ 
1 anob coDcIaeions come to ns to the wo^ 
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out of the other and various Bcliiimea we have, and the 
Btill mote numerous ones we have not, described J How 
then are corporations to get out of the difficulty in which 
they are placed ) If, on the one hand, tha legialature 
insists as^ — if the proposed law whinh ia now under dia- 
cnssion in the House of Commons be pnased — it will 
insist, upon their getting rid of this sewage as a sanitary 
nuisance without passing it in its normal condition into 
the rivers ; the; are told, on the other hand, that scien- 
tific men arc far from being agreed as to whether there 
la as yet any one plan in existence by which the sewage 
can be otherwise treated, so as not to be a nuisance, clearly 
either way they are upon the horns of a dilemma. 
There is, however, a gleam of hope in a direction only 
very recently pointed out, and this is by the adoption of 
a modification of the filtration system which we have 
just described ; the main features of this will be gathered 
from its name, the " intermittent filtration system." We 
have seen that while it ia admitted that the best way yet 
proposed by which we can utilise town sewage is to irri- 
gate land with it for the growing of various crops ; still, 
the difficulties attendant upon the getting of the requisite 
quantity of laud for this purpose in the neighbourhood 
of large towns are so great, and the expense, moreover, 
of preparing the land so enormous, that practically the 
system is put out of court as impracticable in such cases. 
This the Birmingham Corporation unhesitatingly declares 
to be the result of their investigations into the whole sub- 
ject. The question , therefore, which was absolutely farced 
upon those most deeply interested was, ia there no way 
of modifying the irrigating system, so far that the sewage 
may be purified — t/ial being considered the primary thing 
to be aimed at by corporations, as we have alwaya main- 
tained — by the use of a less quantity of land, although 
that may not be enough to get the fullest advantages 
out of the sewage agriculturally T There is a growing 
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opinioa amongst scieutific men, that the question 
to be answered favourably by the intermittent filtration- 
system. This, in few words, may be described aa apply- 
ing the sewage to a limited area of land, allowing it to 
pass through the soil, and from it in a purified condi- 
tion into the river, which is to be the ultimate outlet ; it 
is, in fact, filtration through soil — alluded to in pages 
171, 173of this work— on the large scale. The filtration 
ia not continuous, but aa the name of the system im- 
plies, is only earned on at intervals in the same soil, the 
area of land selected being divided say into four equal 
portions, each portion receiving the sewage for say six 
hours, thus receiving a "rest" of eighteen hours out of 
the twenty-four. Aa stated at p. 231, in using sewage 
for irrigating land on the syatem usually adopted, it has 
been estimated that an acre of land is required for every 
20 to 25 persona of the population ; some authorities, 
however, put it higher than this, going up to 40 to 60 
persons per acre. With either estimate, however, a very 
large extent of land is required for irrigation on the ordi- 
nary plan, but with the "intermittent filtration " system 
it is admitted that an acre would purify the sewage of 
from one to three thousand persons, according to circum- 
stances of locality, soil, etc. If the system on an ex- 
tended scale turns out aa successful as it has up to the 
present time turned out successful in the small scale yet 
tried — notably, at Merthyr Tydvil — it is evident that it 
gets rid of the great difficulty of obtaining land in tha 
neighbourhood of large cities. The River PolluUon 
Comuiissiouers admit that sew.age liquid can be " eflec- 
■■" "f purified" by this system of intermittent filtration, 
'liat "probably any variety of porous and finely 
d soil may be employed fur this purpose ; " but they 
it the oollection of fiecal matter on the surface ot 
IB one result of the process, will be the creation 
, especially in hot weather, nnd they de- 
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cidedly give their opinion Ibat it will be " eutirely 
nmnerative," as the quantity of the sewage api>lied to the 
area of land will be too great to admit of any ordinary 
agricultural crop being grown upon it ; deducing from 
this their uest objection to the system, that the manmiid 
ingredients of the aewage would be " absolutely wasted." 

Acting, however, under the advice received from emi- 
nent authorities, the Birmingham Corporation, if not 
making light of the above objections, certainly act aa if 
they were not very valid ; for they are about to apply the 
system as part of their scheme for treating their town 
sewage. Five hundred acres are to be set aside for this 
purpose, divided into three areas, " any one of tlie three 
being sufScient to receive the sewage for six or twelve 
months, as may be decided upon, leaving the others at 
rest." Part of the sewage, as it flows from the town to the 
filtration areas, will be disposed of at certain points to 
those farmers in the neigiibourbood wlio may wish to 
use it for their crops ; and it is further intended to 
establish a small model sewage fann to instruct the 
neighbouring farmers in the use and value of sewage as a 
manure. As regards the chances of the system of inter- 
mittent filtration paying, Mr Baiiey Denton — the well- 
known agricultural engineer, who has charge of the 
Merthyr lYdvil works, where 400 acres are used to treat 
the sewage of 60,000 persons, equal to a daily flow of 
600,000 gallons — gives it unhesitatingly as bia opinion, 
that with proper management the system wUl give a pecu- 
niary result, as "great, if not greater, than that obtained 
from irrigation." 

Such then is the present position of this "vexed ques- 
tion," and such are brief expositions of the latest at- 
tenpt^ to test its solution on the largest scale. To tlie 
Corporation of Birmingham is due the high honour of 
being the first to lead the way in legialating npnu th«' 
question in a thoroughly common sense way. Going 
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To the Report they have issued, we have the fullest 
confidence in directing the reader, desirous to get fuller 
information on the subject than our space has been able 
to afford him. It contains much matter that is highly 
valuable ; and the *^ conclusions " which the Corporation 
have come to, are set forth in a way, and in language 
which stand out in marked and favourable contrast to 
some Reports which have passed through our hands. 
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Ventilator, Cornice, 97. 

Ventilators, Window, 95. 

Villages, Water Supply to, 
185. 

Volume of Air Required in a 
Room, 73. 

W 

Wallsj Jiining for Damp, 40. 

Walls, Materials for, in rela- 
tion to Dampness, 41. 

Warm Air, Supply of, to 
Rooms, 99. 

Warming by Means of Gas, 
124. 

Warming of Rooms, 122. 

Waste of Water, 175. 

Water, Action of Lead upon, 
151. 

Water, Aeration of, 148. 

Water as a Vehicle for Remov- 
ing Town Sewage — ^Advan- 
tages and Disadvantages 
attendant upon the use of, 
221. 

Water Cisterns, 151. 

Water-Closet and Sewage Sys- 
tem, 198. 

Water-Closets, Defects of, 212. 

Water-Closets, Disinfecting of, 
213. 

Water-Closet Materials, 211. 

Water-Closet Pipes, Action of 
Sewer Gases upon, 210. 

Water-Closet System, the 
livernool, 218. 

Water-closets, Ventilation of, 
117-216. 
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IMDIX. 



Water, iContaminated bj 

Sewage^ 157-164. 
I^ter/ Earthy Salts in, 141. ' 
Wata, Filtration of, 170. 
Water, Flushing of Drains 

with, 217. 
Water, Uardness in, 140|.14S, 

148. 
Water, Lead Pipes for, 155.' 
Water, Matariab for Filtering, 

171. • . . 

Water Meters, 176. 
Water obtained from the Chalk, 

181. 
Water obtained from WeUs, 

180. 
Water, Organic Impurities in, 

166-161. 
Water, Bain, as a Source of 

Supply, 177. 
Water, Redn, Rule to ascertain 

Quantity obtained from 

Roofs, 178. 
Water, River, 182. 



Water, Sources of Supply o( 
177. 

Water, Spring, 179. 

Water Supply, 1S8. 

Water, SuTOly to Towns, 187. 

Water Supnly, the '^Constant" 
and *' Intennittent " sys- 
tems, 189. 

Water Supply to Villages, 
185. 

Water, Soap-test for, 141. 

Water, Soft, 144. 

Water, Softening of, 145. 

Water, to Detect Sewage Mat- 
ter in, 169. 

Water, Quantity to be Sup- 
t>lied per head, 178. 

Water, varieties of Opinion as 
to what Constitutes a Good, 
139. 

Water, waste of,. 176. 

Waters for Drinking, 147. 

Well Water, 180. 

Window Ventilators, 95. 



THE END. 
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